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1.  0  Introduction 


The  purpose  of  this  research  activity  is  to  improve  our  understanding  of  the  Earth's 
radiation  belts  in  the  energy  range  >18  keV.  At  present,  the  dynamics  of  the  radiation  belts  are 
only  poorly  understood.  This  is  exemplified  in  the  unexpected  appearance  of  a  new  inner  belt 
(Mullen  et  al.,  1991  and  Gussenhoven  et  al.,  1991)  and  the  injection  of  >  10  MeV  particles  into  the 
slot  region  ( Vampola  and  Korth,  1992;  Blake  et  al.,  1992;  Voss  et  al.,  1992a)  at  the  time  of  the  24 
March  1991  storm.  What  the  data  show  (Gussenhoven  et  al.,  1991)  is  that,  depending  on  orbit, 
both  the  existing  proton  and  electron  models  can  give  large  errors  in  dose  that  can  compromise 
space  systems  performance  and  lifetime.  The  Combined  Release  and  Radiation  Effects  Satellite 
(CRRES)  is  overcoming  this  problem  by  making  state-of-the-art  measurements  in  the  relevant 
magnetospheric  particle  trapping  and  precipitation  regions  as  illustrated  in  Figure  1. 

Models  exist  for  the  radiation  belt  environment,  but  certain  important  features  such  as  the 
energetic  neutral  and  ion  mass  component  are  not  well  known.  The  belts  are  also  quite  variable  in 
regard  to  intensity,  energy,  and  composition.  Large  particle  doses  can  result  from  solar  particle 
events  and  these  occur  in  a  somewhat  random  and  unpredictable  manner.  Therefore,  for  an 
accurate  knowledge  of  the  radiation  environment  in  space,  it  is  necessary  to  perform  in  situ 
measurements  at  the  times  and  positions  of  concern.  Such  measurements  have  been  performed  on 
the  CRRES  satellite  and  permit  the  development  of  a  comprehensive  database. 

The  IMS-HI  instmment  (ONR  307-8-3)  on  the  CRRES  satelhte  (Voss  et  al.,  1992b,  see 
Appendix  I)  has  the  unique  features  that  it  is  able  to  measure  mass  and  energy  (18  keV  <  E  <  2 
MeV)  simultaneously  with  100%  duty  cycle,  has  a  large  geometrical  factor  and  count  rate  dynamic 
range,  and  has  good  background  rejection  because  the  ion  mass  peak  to  valley  ratio  is  measured. 
The  neutral  detector  in  the  IMS-HI  instrument  is  providing  the  first  neutral  atom  model  of  the 
Earth's  radiation  belts.  The  ONR  307-3  Spectrometer  for  Electrons  and  Protons  (SEP)  measures 
with  fine  pitch-angle  resolution  the  flux  of  energetic  electrons  in  the  energy  range  of  20  keV  to  5 
MeV  and  flux  of  energetic  protons  in  the  energy  range  500  keV  to  100  MeV. 

The  first  area  of  investigation  was  to  intercalibrate  the  IMS-HI  instrument  with  ions  from 
the  IMS-LO  instrument  and  with  protons  from  the  SEP  instrument.  Limited  intercalibrations  were 
also  made  with  the  AFGL  EPAS  and  Protel  instruments  during  the  24  March  1991  storm  period. 
Because  the  IMS-HI  neutral  atom  capability  was  unique  to  the  CRRES  satellite,  the  data  near 
perigee  were  investigated  first  to  "intercalibrate"  with  previous  low-altitude  satelhte  measurements 
(Voss  et  al.,  1992c). 


1 


Figure  1 


CRRES  orbit  plane  with  respect  to  the  relevant  magnetospheric  particle  regions 


A  series  of  computer  programs  were  then  developed  as  outlined  in  section  3.3  to  process 
the  IMS-HI  data  for  a  comprehensive  radiation  belt  model.  Of  particular  concern  in  these  models  is 
the  rejection  of  background  counts  and  the  organization  of  the  data  according  to  location  and 
magnetic  storm  dynamics.  It  has  become  very  apparent  in  the  CRRES  data  that  storm  time  activity 
causes  major  transport  and  injection  of  particles  in  radiation  belts.  These  topics  are  discussed  in 
sections  3.4  and  3.5. 

Of  particular  excitement  is  the  preliminary  finding  that  the  magnetic  shock  on  the 
magnetosphere  by  a  large  storm  can  penetrate  down  to  L-shells  as  low  as  2.0.  A  simple  model 
using  an  image  dipole  moving  toward  the  earth  is  used  to  simulate  the  shock.  The  data  from  this 
simple  model  can  explain  much  of  the  observed  CRRES  data  for  the  24  March  event  1991.  This 
transport  and  acceleration  mechanism  is  crucial  to  the  proper  modeling  of  the  radiation  belts. 

2.0  Experiment  and  Data 

2.1  Medium  Energy  Ion  Mass  Spectrometer  (IMS-HI) 

The  primary  objective  of  the  medium  energy  ion  mass  spectrometer  (ONR  307-8-3)  on  the 
CRRES  satellite  is  to  obtain  the  necessary  data  to  construct  models  of  the  energetic  ion  (10  to  2000 
keV-AMU/q^)  and  neutral  atom  (10  to  1500  keV)  environment  of  the  Earth's  radiation  belts.  The 
spectrometer  (Voss  et  al,  1992b)  measures  the  energetic  ion  composition,  energy  spectrum, 
charge,  and  pitch  angle  distribution  with  good  mass,  temporal,  and  spatial  resolution.  The  ion 
rejection  in  the  neutral  detector  is  <100  MeV-AMU/q^.  The  instrument  principle  of  operation  is 
based  on  ion  momentum  separation  in  a  7  kG  magnetic  field  followed  by  energy  and  mass  defect 
analysis  using  an  array  of  cooled  silicon  solid-state  detectors.  The  architecture  is  parallel  with 
simultaneous  mass  and  energy  analysis  at  relatively  high  sensitivity  (100%  duty  cycle).  The 
instrument  performed  as  designed  in  orbit  with  the  major  groups  of  hydrogen,  helium,  oxygen, 
and  neutrals  clearly  resolved. 

The  conceptual  instrument  design  is  given  in  Figure  2  and  the  specifications  are  given  in 
Table  1.  An  entrance  collimator  defines  the  ion  beam  angular  resolution  using  a  series  of 
rectangular  baffles  and  includes  a  broom  magnet  to  reject  electrons  with  energy  less  than  1  MeV. 
A  7-kG  magnetic  field  then  disperses  the  collimated  ions  onto  a  set  of  six  passively  cooled  (-40  °C) 
silicon  surface  barrier  detectors.  The  energy  range,  which  varies  with  ion  species,  is  approximately 
EM/q^=  10-2000  keV-AMU/q^,  A  seventh  sensor,  located  directly  in  line  with  the  colUmator, 

measures  energetic  neutrals. 
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Table  1  Medium  Energy  Ion  Mass  Spectrometer  (IMS-HD  Specifications 


Analyzer 

Sensors 

Number  of  Imaging  Sensors 
Look  Direction  from  Spin  Axis 
Particles  and  Energy  Range: 

Neutrals 

Protons 

Helium 

Oxygen 

Oxygen++ 

Other  Ions 

Number  of  Differential  Mass  Channels 
Number  of  High  Rate  Mass  Channels 
Number  of  Differential  Energy  Channels 
Pitch  Angle  Resolution 
Geometric  Factor 
Duty  Cycle 


7KG  magnet(q2/ni)  and  Mass  Defect 
Silicon  Surface  Barrier  (-55°C) 

7  at  0.5  cm^  each 
75” 

10-1500  keV 
15-2000  keV 
10-500  keV 
20-130keV 
20-500  keV 
E>20keV 
64 
4 
6 

4”FWHM 
10-2 .  10-3  cm2 
100% 


Solid-state  detectors  1-7  are  located  at  angle, 'd,  of  40°,  65°,  90°,  115°,  140°,  162.5°,  and 
180°,  respectively.  Solid-state  detectors  1-6  are  n-type  silicon  having  either  20  or  40  micrograms 
cm"2  of  gold  surface  deposit.  The  neutral  detector  is  of  p-type  silicon  to  improve  light  rejection 
and  radiation  damage  sensitivity  and  has  20  micrograms  cm'2  of  aluminum  surface  deposit.  The 
energy  loss  in  surface  barrier  windows  for  H,  He,  and  O  is  discussed  by  Voss,  1982.  The  mass 
defect  in  solid-state  detectors  results  from  energy  loss  of  non-ionizing  nuclear  collisions  within  the 
solid  that  reduce  the  efficiency  of  electronic  signal  generation.  The  mass  defect  increases  with 
atomic  weight  of  the  nuclei  in  a  well  understood  way  and  causes  further  mass  separation,  with 
commensurate  energy  scatter,  for  the  heavier  nuclei. 

Two  basic  modes  of  instrument  operation  are  used:  Mass  Lock  and  Mass  Scan.  In  the  Mass 
Scan  mode  each  of  the  seven  solid-state  detectors  is  pulse  height  analyzed  into  256  levels  of  which 
64  intervals  are  accumulated  in  memory  and  read  out  every  eight  seconds.  This  mode  is  used  to 
scan  all  mass  peaks  within  the  range  of  the  sensor  relative  to  the  background  continuum.  In  the 
Mass  lock  mode,  each  of  the  seven  solid-state  sensors  is  pulse  height  analyzed  into  256  levels,  of 
which  four  intervals  (typically  four  ions)  are  accumulated  in  memory  and  read  out  every  half 
second.  This  mode  is  used  for  making  rapid  spectral  snapshots  of  four  ions  as  a  function  of  pitch 
angle.  Baseline  operation  of  the  instrument  was  a  toggle  mode  (32.768  seconds)  between  Mass 
Lock  mode  and  the  Mass  Scan  mode.  Additional  information  on  the  IMS-HI  instmment  is  given  in 
Appendix  1. 

2.2  Spectrometer  for  Electrons  and  Protons  (SEP) 

The  SEP  design  is  based  on  the  heavily  successful  SC-3  spectrometer  (Reagan  et  al.,  1981) 
flown  on  the  SCATHA  mission.  Unlike  the  single-detector  system  used  on  SCATHA,  SEP 
consists  of  three  solid-state  particle  spectrometers  oriented  at  40°,  60°,  and  80°  from  the  spacecraft 
spin  axis.  A  cross-sectional  view  of  one  of  the  telescopes  is  shown  in  Figure.  3.  Each 
spectrometer  has  four  detector  elements  labeled  A,  D,  E,  and  E'.  Various  logic  combinations  of  the 
four  detector  elements  in  each  spectrometer  are  used  to  determine  the  particle  types  and  energy 
ranges  which  are  measured  sequentially.  The  operational  modes  of  each  telescope  are  individually 
commandable. 

Each  of  the  three  identical  SEP  particle  telescopes  has  a  high-resolution,  3°  (FWHM)  field 
of  view  provided  by  a  long  coUimator  (20  cm)  containing  10  baffles.  The 
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collimators  are  identical  to  the  ones  used  on  the  SC-3  instrument  (Reagan  et  al.,  1981)  providing 
an  instrument  geometric  factor  of  ~3  x  lO'^  cm^  sr.  For  the  80°  and  60°  telescopes,  measurements 
over  12  energy  channels  are  obtained  every  0.25  seconds  with  a  dead  time  of  2  millisecond.  Due  to 
telemetry  restrictions,  the  40°  telescope  accumulates  for  0.5  seconds  with  a  dead  time  of  4 
millisecond.  Specifications  for  the  SEP  instmment  are  given  in  Table  2.  Additional  instrument 
details  are  given  in  the  SEP  instrument  paper  by  Nightingale  et  al.,  1992  (Appendix  II). 

3 .  Research  Activities 
3 . 1  Intercalibrations 

The  quality  of  the  measurements  of  the  radiation  environment  directly  affects  the  precision 
and  reliability  of  studies  utilizing  the  data.  A  continuing  effort  has  been  made  to  intercalibrate  the 
various  CRRES  instraments  in  orbit.  Potential  problems  have  been  found  which  include  scattering 
in  collimators  and  backgrounds  due  to  bremsstrahlung,  pile-up,  and  penetrating  radiation.  Unlike 
geostationary  orbits,  the  CRRES  orbit  environment  is  demanding  on  the  instmment  hardware  and 
therefore  new  and  improved  algorithms  were  developed  to  derive  comprehensive  flux 
measurements  over  all  regions  of  the  radiation  belts. 

An  example  of  the  IMS-HI  survey  plots  for  orbit  587  are  shown  in  Figures  4a  and  4b. 
Figure  4a  only  shows  data  from  the  64  channel  mass  scan  mode  is  shown.  For  detector  1  the  18 
keV  proton  peak  in  the  center  mass  channels  is  prominent.  The  mass  channels  covered  for  protons 
are  numbers  38-42.  Adjacent  to  this  proton  band,  the  penetrating  background  continuum  is 
observed  in  all  mass  channels.  The  actual  18  keV  H+  flux  is  thus  the  counts  in  the  peak  above  the 
background  continuum.  Although  this  is  obvious  the  IMS-HI  instmment  provides  this  added 
information  for  validating  the  ion  flux.  The  more  common  broom-magnet  spectrometers  are  unable 
to  differentiate  between  background. 

For  L<3,  on  both  ends  of  the  plot,  the  continuum  is  quite  variable  due  to  the  inner  belt  and 
sudden  commencement  (0342  UT)  associated  particle  penetration,  yet  no  ion  peak  is  observed  in 
this  region  indicating  the  rapid  drop  off  of  ion  flux  and  the  importance  of  the  peak  to  valley  ratio 
background  algorithms.  For  detector  2  hydrogen  is  located  in  mass  channels,  58-63  and  He+  is 
located  in  mass  channels  33-35.  Again  the  continuum  is  subtracted  off  of  the  peak  count  rates. 

For  the  higher  energy  detectors  the  background  subtraction  algorithm  is  a  combination  of 
sensors.  For  example  the  proton  flux  in  detector  6  is  given  by 


7 


8 


Start  Day:  02,  Tune:  60S63.4 
Stop  Daj:  02,  Time:  102002. 


Counts/s/ch. 


CRRES  IMS-HI  (ONR  307-8-3),  Rev  587,  Day  82 


Flux  (cm’*s"‘sr‘'keV 


IMS-LO 


E  2 

o  10^ 


26  August  1990 
Orbit  77 

Time  57000  sec 


IMS-H 


10.0  100.0 
Energy  (keV) 


1000.0 


Figure  6  Example  of  intercalibration  of  IMS-HI  with  IMS-LO 
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Figure  7  Example  of  intercalibration  of  IMS-HI  with  SEP 
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A  series  of  orbital  flux  profiles  using  the  background  subtraction  is  given  in  Figure  5  for 
orbit  587.  For  protons  the  L  dependence  of  the  various  energies  is  apparent  with  the  higher 
energies  peaking  at  low  L  shells.  The  rapid  drop  off  of  18  keV  flux  by  several  orders  of  magnitude 
at  L~3.0  is  surprising  and  indicates  a  strong  loss  process  in  this  region.  The  enhanced  flux  of  1.7 
MeV  and  E>  50  MeV  protons  is  consistent  with  the  on-going  solar  proton  event.  For  He+  the  L 
dependence  is  in  the  opposite  direction  of  the  protons  with  the  higher  energies  peaking  at  the  higher 
L  shells. 

The  IMS-HI  instrument  was  intercalibrated  with  IMS-LO  instrument  for  energetic  protons. 
The  IMS-HI  18  keV  channel  overlaps  in  energy  with  two  of  the  IMS-LO  channels.  Both 
instruments  have  narrow  fields-of-views.  In  general,  the  instraments  agreed  well  in  hydrogen  flux 
measurements.  An  example  of  the  typical  overlap  is  shown  in  the  spectrum  of  Figure  6.  The  IMS- 
HI  instrument  was  intercalibrated  with  the  SEP  instmment  for  energetic  protons  in  energy  range  1 
to  2  MeV.  An  example  of  the  typical  overlap  is  shown  in  the  spectrum  of  Figure  7  for  orbit  75. 

Several  periods  of  time  were  used  to  intercalibrate  the  IMS-HI  with  the  EPAS  and  Protel 
instruments.  An  example  of  this  intercalibration  is  shown  in  Figure  8.  In  this  case  the  agreement  is 
good,  suggesting  that  the  geometric  factors  and  energy  channel  calibrations  have  been  properly 
taken  into  account.  However,  when  backgrounds  are  high  (e.g.  L<3)  it  appears  that  the  EPAS 
instrument  gives  fluxes  that  are  up  to  several  orders  of  magnitude  higher  than  from  the  IMS-HI.  In 
fact,  the  IMS-m  instrament  data  indicates  that  there  is  a  strong  energy  dependent  cut  off  of  ions  in 
the  slot  region  as  indicated  in  Figures  4  and  5. 


3.2  Neutral  Atoms  from  the  Ring  Current 

Modeling  of  the  radiation  belt  protons  and  heavier  ions  requires  an  understanding  of  the 
neutral  components.  Energetic  neutrals  are  the  consequence  of  the  change  exchange  process  of 
radiation  belt  ions  with  thermal  ions,  and  vary  according  to  the  importance  of  this  loss  process. 
Because  the  neutrals  are  not  restricted  to  the  magnetic  field  they  can  rapidly  fill  all  of  the 
magnetosphere.  Neutral  atoms  can  therefore  provide  a  mapping  of  the  internal  composition,  spatial 
geometry,  and  temporal  changes  of  the  ring  current,  weighted  by  the  appropriate  cross  sections  and 
neutral  hydrogen  density;  it  provides  a  powerful  method  of  studying  the 
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Figure  10  Mass  spectrogram  from  IMS-HI  detector  2  in  the  low  altitude  ion  belt 
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magnetosphere  (Roeloff  et  aL,  1985,  Hsieh  et  al.  1992).  Using  the  MS-HI  instrument  on  the 
CRRES  satellite  the  first  in-depth  investigation  of  the  neutral  atom  radiation  environment  is  being 
conducted. 

The  source  of  energetic  neutral  atoms  (ENA)  at  low  altitudes  is  believed  to  be  a  double¬ 
charge-exchange  process  of  ions  originating  in  the  ring  current  (Moritz,  1972;  Tinsley,  1981)  as 
shown  in  Figure  9.  The  trapped  ions  of  the  ring  current,  by  charge  exchange  with  thermal 
hydrogen  atoms  of  the  geocorona,  become  high  velocity  neutral  atoms  which  are  focused,  for 
those  directed  toward  the  earth,  in  the  equatorial  atmosphere  where  they  again  become  ions  by 
ionization  collisions.  In  principle  the  spin  of  the  CRRES  satellite  and  orbit  motion  can  be  used  to 
"raster  scan"  a  portion  of  the  magnetosphere  to  obtain  a  neutral  atom  image.  In  practice,  however, 
the  duty  cycle  associated  with  the  spinning  of  the  sateUite  and  the  background  of  the  radiation  belts 
make  this  a  difficult  task  from  CRRES.  The  injected  energetic  neutrals  at  low  altitudes  produce  the 
equatorial  precipitation  zone  and  a  temporary  low  altitude  ion  belt  between  200  and  1000  km  as 
illustrated  in  Figure  9. 

Near  perigee  (<1000  km),  when  CRRES  is  below  the  inner  belt,  the  IMS -HI  instrument  is 
able  to  directly  view  the  ring  current  neutrals  and  ion  composition  of  the  low-altitude  ion  belt. 
Above  the  inner  belt  the  IMS-HI  instrament  is  able  to  make  cross-sectional  cuts  of  the  ring  current 
ion  composition.  About  one  day  after  the  large  magnetic  storm  of  24  March  1991  the  ring  current 
ions  were  observed  to  increase  and  move  to  lower  altitudes.  The  ring  current  flux  at  this  time 
extends  down  to  L~2.0  and  is  dominated  by  hydrogen  at  E~60  keV.  O"^,  O'*"'’,  and  He"'’  are  one  to 
two  orders  of  magnitude  less  in  flux  at  these  energies. 

The  ENA  transported  to  low  altitude  is  again  charge  exchanged  by  the  atmosphere  and 
temporarily  becomes  the  low-altitude  ion  belt.  Because  the  ions  cannot  support  drift  motion  in 
much  of  the  belt  the  loss  rate  is  high.  The  steady-state  ion  population  to  first  order  is  a  mapping  of 
the  source  composition  multiplied  by  the  appropriate  atmospheric  loss  rates.  A  mass  spectrogram 
of  the  low  altitude  ion  belt  for  detector  two  is  shown  for  the  first  time  in  Figure  10  for  25  March 
1992.  Also  shown  for  comparison  is  the  mass  spectrogram  of  detector  two  near  the  inside  edge  of 
the  ring  current  at  L~  2.2.  At  this  time  the  prominent  ion,  inferred  from  the  ring  current  ENA,  is 
H"'"  at  60  keV.  The  average  low-altitude  hydrogen  count  rate  is  about  2000  times  lower  than  the 
average  count  rate  in  the  ring  current  for  the  IMS-HI  spectrometer. 


3.3  Radiation  Belt  Modeling 

3.3.1  Model  Description 

The  static  version  of  the  Empirical  Model  of  medium  energy  ring  current  ion  composition  consist 
of  a  set  of  average  equatorial  energy  and  pitch-angle  distributions  of  fluxes  of  H+,  He+,  and  0+ 
consistent  with  the  IMS-LO  database  (Collin  et  al.,  1992).  The  distributions  are  binned  by  energy 
and  pitch-angle  with  7  energy  bins  covering  the  whole  of  the  IMS-HI  energy  range,  18  keV/AMU 
to  1.7  MeV/AMU,  and  eighteen,  10°,  pitch  angle  bins  which  cover  the  full  range  of  0°  to  360°, 
allowing  for  pitch-angle  asymmetry.  The  model  contains  a  H"^,  He"*",  and  distribution  for  each 
of  a  number  of  spatial  regions.  These  regions  are  defined  by  dividing  the  equatorial  plane  into  six 
local  time  sections  of  four  hours  in  width  and  into  six  radial  sections  between  L  =  2.5  Re  and  L  = 
8.5  Re  each  1.0  Re  in  width.  Associated  with  each  flux  value  is  an  estimate  of  its  statistical 
uncertainty  and  for  development  purposes  a  measure  of  the  background  and  number  of  data 
samples  used  to  determine  the  flux  value  (Collin  et  al.,  1992).  The  model  can  therefore  be  used  to 
determine  the  average  ion  distributions  away  from  the  equatorial  plane,  assuming  the  absence  of 
parallel  electric  fields  and  wave-particle  interactions,  by  mapping  the  equatorial  distributions  down 
the  field  lines  to  the  location  of  interest. 

In  addition  to  the  medium  energy  ion  composition  model  a  similar  model  is  used  for 
energetic  neutrals.  In  this  case  the  neutrals  are  binned  into  four  energy  ranges  (out  of  64  energy 
channels)  and  into  eighteen  angular  bins  relative  to  the  earth's  geometry  over  0  to  360°.  Because 
the  neutral  flux  is  several  orders  of  magnitude  less  than  the  ring  current  ion  flux  the  background 
must  be  validated  for  inclusion  into  the  model. 

3.3.2  Generation  of  IMS-HI  Database 

A  schematic  of  the  IMS-HI  data  processing  is  shown  in  Figure  11.  The  first  stage  of 
processing  is  to  unpack  and  decode  the  data  on  the  agency  tapes  and  then  write  the  data  from  each 
orbit  to  a  group  of  files  for  each  instrument  together  with  ephemeris  and  magnetometer  files.  At 
this  stage  all  data  is  in  the  form  of  counts  and  engineering  units  at  the  full  resolution  of  the 
instrument.  This  forms  the  high  resolution  database  (level  1)  and  is  stored  on  optical  disks. 

In  level  2  the  IMS-HI  instrument  data  is  stripped  from  the  optical  disk  file  along  with  other 
selected  parameters  and  binary  compressed.  From  this  file  the  computational  burden  is  significantly 
reduced  for  the  summary  database  and  level  three  processing.  As  indicated  in  Figure  1 1  level  three 
processing  has  four  formats;  1)  Mode  0  color  spectrograms  of  64  channel  mass  (Figure  4a), 
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Figure  11  Outline  of  IMS-HI  data  processing 


2)  Mode  1  color  pitch  angle  plots  (Figure  4b),  3)  Line  plots/files  of  scaler  data,  and  4)  at  line  plots 
of  Mode  0  mass. 

In  level  4  processing  four  types  of  line  plots  are  possible:  mass  spectrams  plot  up  to  seven 
detectors,  (lA)  pitch  angle  plot  of  3  mass  intervals  (2A),  mode  1  scales  line  plots,  and  1  energy 
line  plots  of  3  mass  intervals.  An  example  of  formats  lA  is  given  in  Figure  12a  and  of  format  2  in 
Figure  12b. 

Based  on  review  of  the  level  3  and  level  4  processing  the  level  5  summary  database  is  being 
constructed.  This  IMS-HI  Summary  Database  is  a  compact,  partially  processed  database  consisting 
of  averages,  over  131  seconds,  of  IMS-HI  ion  and  neutral  data  sorted  by  energy  and  pitch  angle. 
Supporting  data  include  time,  background  count  rate,  status  information,  measured  magnetic  field 
and  ephemeris  information.  The  ion  and  neutral  data  are  recorded  as  count  rates  in  order  to  make 
the  database  independent  of  revisions  to  instrument  calibration  with  cross  calibrations  underway. 
Calibrations  are  applied  to  the  count  rates  where  the  database  is  accessed.  The  Summary  Database 
is  suitable  for  rapid  retrieval  of  energy  spectra,  pitch  angle  distributions  or  survey  and  for  the  basis 
forms  the  statistical  studies.  An  attempt  has  been  made  to  keep  the  database  similar  to  the  IMS-LO 
database  (Collin  et  al.,  1992)  so  that  the  final  Radiation  Belt  Model  for  IMS-HI  will  be  consistent 
with  the  IMS-LO  model.  In  level  6  processing  the  final  IMS-HI  Radiation  Belt  Model  is  formed. 
The  model  results  are  designed  so  that  they  can  be  compared  with  the  IMS-LO  and  EMS-HI 
databases  as  well  and  for  application  of  existing  dose/shielding  algorithms. 

3.3.3  IMS-HI  Radiation  Belt  Model 

The  IMS-HI  Summary  Database  can  be  used  for  both  static  and  dynamic  modeling.  The 
model  average  equatorial  distributions  are  constructed  by  accumulating  and  averaging  equatorial 
distributions  from  many  orbits.  Similar  to  IMS-LO  the  data  are  binned  by  their  energy  and 
equatorial  pitch-angle  and  sorted  into  ranges  of  L  and  local  time.  These  distributions  are  mapped 
adiabatically  from  the  satellite  location  to  the  equatorial  plane.  The  mapping  makes  use  of  the 
modeled  values  of  the  local  magnetic  field  strength  and  the  minimum  field  on  the  same  field  line 
which  are  provided  in  the  CRRES  ephemeris  files. 

The  quality  of  the  database  is  strongly  dependent  on  an  understanding  of  contamination 
sources,  especially  for  the  neutral  atom  database.  The  capability  of  IMS-HI  to  measure  the  peak  to 
valley  ratio  in  each  spectrometer  mass  channel  eliminates  background  to  a  great  degree  (see  section 
3.1).  In  addition  a  quality  factor  (1  to  10)  based  on  the  signal  to  background  ratio  is  given 
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to  each  interval  of  time  so  that  data  quality  can  be  tracked.  Furthermore,  each  orbit's  summary  data 
will  be  checked  manually  with  the  high  resolution  color  spectrogram  data  to  verify  that  the  data 
quality  is  valid.  With  the  background  rejection  accurate  data  should  be  obtained  over  the  whole 
orbit. 

Figure  13  is  a  prototype  display  of  data  for  the  static  model.  The  layout  is  based  on  a 
portion  of  the  Summary  Database  and  is  consistent  with  the  EMS-LO  database.  The  top  panel 
contains  energy  spectra,  averaged  over  pitch  angle  for  H"*",  He"^,  and  O'*'.  The  bottom  panels 
contain  H"*",  He'*',  and  O"*"  pitch  angle  distributions  at  selected  energy  bands.  These  panels  are 
divided  horizontally  by  bold  black  vertical  lines  into  six  broad  strips  which  correspond  to  six 
ranges  of  L.  The  left  most  of  the  broad  strips,  for  example,  corresponds  to  divided  strips 
corresponding  to  a  magnetic  local  time  interval.  Each  of  the  narrow  strips  displays  the  average 
equatorial  energy  spectral  and  pitch-angle  distributions  for  its  own  local  time  L  range.  As  in  IMS- 
LO  database  the  energy  spectra  in  the  top  panel  (or  pitch  angle  in  the  lower  panels)  can  be 
referenced  to  the  equatorial  plane  with  radii  of  2,  3, 4,  5,  6,  at  7  Re. 

The  static  model  can  be  averaged  over  any  interval  during  the  CRRES  lifetime.  For  the 
whole  of  the  CRRES  lifetime  the  model  represents  a  fairly  active  time  period  during  solar 
maximum.  The  use  of  the  static  model  foims  the  basis  for  dynamic  modeling  by  binning  the  static 
model  according  to  various  magnetic  disturbance  indices. 

3.3.4  AFPL  Summary  Database  for  IMS-HI 

In  addition  to  the  internal  database  development  activity  on  this  contract  we  have  worked  with 
Phillips  Laboratory  to  develop  software  for  generating  a  model  radiation  belt  database  for  IMS-HI. 
Several  examples  of  the  IMS-HI  summary  data  plots  for  L-shell  versus  orbit  during  the  CRRES 
mission  are  shown  in  Figures  14  to  17.  These  data,  for  the  first  time,  show  the  dynamics  of 
medium  energy  ions  in  the  radiation  belts  during  the  active  and  quite  periods  of  the  CRRES 
mission. 

3.4  Magnetic  Storm  Dynamics 

The  26  August  1990  and  24  March  1991  Magnetic  storms  were  investigated  using  the  IMS- 
HI  and  SEP  instruments  on  the  CRRES  satellite.  These  storms  show  considerable  variation  and 
variation  with  other  events  (e.g.  Gloeckler  et  al,  1985  and  McEntire  et  al.,  1985).  By 
understanding  the  injection,  acceleration,  and  transport  within  the  radiation  belts  the  assumptions 
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for  modeling  algorithms  can  be  improved.  The  best  models  are  usually  based  on  parameters  which 
have  good  physical  significance. 

For  the  26  August  1990  magnetic  storm  the  Kp  reached  7-.  At  the  time  of  the  sudden 
commencement  CRRES  was  near  apogee  in  the  dawn  sector.  For  24  March  1991  the  Kp  reached 
9-.  At  the  time  of  the  sudden  commencement  CRRES  was  in  the  slot  region  at  L~2.5  at  about  0300 
hr  UT. 

3.4.1  Wave  Particle  Interactioinis 

Of  particular  interest  is  the  sensitivity  of  the  differential  ion  flux  measurements  of  the  IMS- 
HI  instrument  to  waves.  In  Figure  18,  a  6  minute  period  ULF  wave  ,  that  is  observed  prior  to  the 
sudden  commencement,  is  also  observed  in  the  18  keV  proton  channel.  The  resonant  interaction  is 
such  that  at  56  keV  no  interaction  is  observed.  The  small  scale  fluctuations  in  the  18  keV  and  56 
keV  channels  are  associated  with  spin  modulation.  At  the  time  of  the  sudden  commencement  the 
magnetic  flux  density  is  increased  due  to  the  magnetic  compression  and  the  particle  flux  is  likewise 
increased  in  accordance  with  Louisville's  theorem.  Another  association  of  Bz  wave  activity  with 

18  keV  protons  during  this  storm  event  is  shown  in  Figure  19.  Wave-particle  interaction  observed 
with  the  CRRES  energetic  electron  and  electric  field  experiments  are  currently  being  investigated 
by  Dr.  W.L.  Imhof  and  will  be  reported  in  a  later  publication. 

3.4.2  Particle  Transport  and  MeV  Acceleration  during  a  Sudden  Commencement 

Simultaneous  injection/acceleration  of  >10  MeV  particles  at  L~2.5  with  a  sudden 
commencement  is  surprising  and  suggests  that  an  unexpected  acceleration  mechanism  is  active  in 
that  region.  Between  0342  and  0354  UT  the  particle  instruments  on  the  CRRES  satellite  measured 
impulsive  bursts  of  >10  MeV  electrons,  protons,  and  alphas  in  the  slot  region  (2.1  <L<2.5)  near 
the  equator  at  03CK3  hours  MLT  (Mullen  et  al.,  1991;  Vampola  and  Korth,  1992;  Blake  et  al.,  1992; 
and  Voss  et  al.,  1992a).  The  electron  bursts  (Figure  20)  are  consistent  with  drift  echoes  of  about 
15  MeV  electrons  while  the  proton  groups  are  consistent  with  drift  echoes  of  >20  MeV  protons. 
No  medium  energy  18  keV  <  E  <  1.5  MeV  ion  bursts  were  observed.  However,  in  the  IMS-HI 
neutral  detector,  which  is  also  sensitive  to  protons  with  E>  50  MeV,  a  particle  burst  was  observed 
0.5  minutes  before  the  electron  peak  (Figure  21).  The  electrons 
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Figure  19  The  association  of  Bz  activity  with  18  keV  protons 
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observed  with  the  SEP  instrument  on  CRRES  for  orbits  before  (586),  during  (587),  and  after 
(588)  the  magnetic  storm  SC  are  shown  in  Figure  22. 

During  the  burst  event  the  SEP  instrument  scanned  through  7  logic  modes  (Figure  23)  to 
measure  the  electron,  proton  ,  and  alpha  flux  and  energy  spectra.  In  Figure  23  the  lower  panel 
shows  the  scintillator  response  of  the  anticoincidence  shield  on  the  SEP  telescope.  The  voltage 
threshold  of  this  scintillator  is  constant  and  is  set  at  a  low  energy  (~1(X)  keV)  so  that  it  is  very 
sensitive  to  penetrating  radiation.  The  two  largest  peaks  represent  the  first  two  electron  bursts 
shown  in  Figure  23.  The  initial  precursor  at  13315  sec,  which  also  appears  in  the  E  detector  is 
thought  to  be  E>100  MeV  protons.  The  spin  modulation  may  account  for  the  apparent  drop  in  flux 
after  the  precursor  peak  and  before  the  low  energy  20  MeV  peak.  The  data  indicate  that  the  100 
MeV  protons  arrive  at  the  detector  first  followed  by  the  lower  energy  but  higher  fluxes  of  25  MeV 
protons.  The  strong  15  MeV  electron  peak  occurs  about  30  seconds  after  the  25  MeV  proton  peak. 
This  information  can  be  used  to  infer  some  of  the  characteristics  of  the  injection  region. 


3.4,3  Simulation  of  Radiation  Belt  Electron  Bursts 

The  characteristics  of  the  electron  bursts  of  March  24  are:  1.)  The  peak  is  narrow  in  time 
(about  5  seconds),  2.)  Some  dispersion  is  apparent  in  the  subsequent  echoes  as  the  successive 
peaks  have  lower  amplimdes  but  are  broader  in  time,  3.)  The  electron  energy  is  large  enough  to 
penetrate  the  walls  of  the  IMS-HI  and  SEP  detectors  and,  4.)  The  drift  period  decreases  slightly 
between  successive  peaks  as  the  L  value  of  the  satelhte  decreases.  This  observation  strongly 
suggests  the  energy  of  the  injected  electrons  increases  with  decreasing  L. 

This  information  can  be  used  to  investigate  the  initial  energy  and  pitch  angle  distribution, 
the  size  of  the  injection  region,  and  the  time  interval  during  which  injection/acceleration  persisted. 
As  a  first  approximation  it  was  assumed  that  electrons  were  injected  into  the  unperturbed 
geomagnetic  field  and  followed  the  normal  gradient  and  curvature  drifts.  Various  initial  particle 
distributions  were  used  and  the  count  rates  which  would  have  been  observed  at  the  CRRES 
satellite  were  tabulated  for  comparison  with  the  experimental  data.  An  example  of  the  simulation  is 
shown  in  Figure  24.  The  simulation  was  developed  by  Dr.  M.  Walt  using  a  Monte  Carlo 
technique.  Initial  particles  were  drawn  from  various  specified  distributions  in  initial  longitude, 
energy,  time  of  injection,  and  pitch  angle.  The  drift  motion  of  each  particle  was  then  tracked  about 
the  earth  and  tabulated  each  time  it  reached  the  satellite  position.  The  resulting  count  rates  then  gave 
the  expected  signal  the  CRRES  satellite  would  have  been  expected  to  observe. 

Samples  of  these  results  are  shown  in  the  insert  of  Figure  24,  the  lower  panel  of  Figure  25, 
and  in  Figures  26  and  27.  The  energy  dispersion  is  investigated  in  Figure  24  where  the  initial 
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Figure  24  Monte  Carlo  simulation  of  the  L=2.5  injection  of  energetic  electrons 

(inset)  and  the  SEP  A  detector 
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Figure  25  SimulatioE  of  the  longitude  interval  of  injection  (lower  panel) 
compared  to  the  SEP  El  detector  data. 
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Figure  26  Pitch  angle  sensitivity  simulation 
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energy  distribution  is  represented  by  exp(-  E/2  MeV)  with  a  threshold  determined  by  the  IMS -HI 
detector  sensitivity  at  10  MeV.  Particles  were  injected  simultaneously  in  a  narrow  longitude  interval 
(  r  )  and  in  equatorial  orbits.  The  calculated  dispersion  under  these  conditions  is  due  entirely  to 
the  initial  energy  spread  and  is  similar  to  the  observed  values.  Therefore,  the  initial  energy 
distribution,  must  have  been  very  narrow  and  if  expressed  as  an  exponential,  had  an  e-folding 
energy  of  no  more  than  2  MeV.  The  echo  peaks  confirm  this  result  as  shown  in  Figure  27.  If  the  e- 
folding  energy  is  as  large  as  5  MeV,  the  second  and  third  peak  become  unacceptably  long  due  to 
the  dispersion  in  drift  period  with  energy. 

Figure  25  explores  the  longitude  interval  of  injection  and  compares  the  simulation  results 
with  the  width  of  the  initial,  electron  peak.  It  is  apparent  that  with  these  assumptions  the  injection 
region  can  have  a  longitude  spread  of  no  more  than  about  10  degrees.  Otherwise  the  first  peak 
would  have  had  too  long  a  time  duration. 

The  shape  of  the  electron  pulses  are  not  sensitive  to  the  pitch  angle  distribution  as  shown  in 
Figure  26.  In  Figure  27  the  initial  flux  was  assumed  to  be  spread  uniformly  in  equatorial  pitch 
angle  between  60  and  90  degrees.  The  simulated  electron  bursts  are  not  significantly  different 
from  those  with  the  flux  concentrated  at  90  degrees. 


3.5  Radiation  Belt  Acceleration  and  Transport 

Before  the  CRRES  measurements,  the  very  strong  response  of  the  radiation  belts  at  L=2.5 
to  a  sudden  commencement  (SC)  was  not  expected.  The  CRRES  data  suggest  that  the  radiation  belt 
fluxes  and  energies  are  affected  within  minutes  of  initiation  of  the  SC  magnetic  shock  in  the 
magnetosphere.  To  properly  model  and  predict  the  radiation  belt  effects  the  algorithms  must  take 
into  consideration  the  recent  or  expected  magnetic  activity  factors. 

In  this  section  an  initial  attempt  is  made  to  explain  the  CRRES  data  for  the  surprisingly 
rapid  injection  of  MeV  particles  in  the  inner  radiation  belt.  Various  mechanisms  have  been 
suggested  such  as  solar  MeV  particle  penetration  ,  inner  belt  expansion  during  the  storm,  electric- 
field  drift  accelerations  (Pfitzer,  1992),  and  direct  magnetic  compression  (Voss,  1992d)  as 
discussed  in  this  report.  The  important  requirement  of  the  theory  is  that  it  should  explain  the 
following  key  data:  1)  The  narrow  5  second  pulse  width  of  the  electron  bursts  indicate  a  narrow 
longitude  spread  and  a  short  time  interval  of  injection.  2)  The  preferential  acceleration  of  only  MeV 
energy  particles.  3)  The  greater  injected  particle  energy  at  lower  L  shells. 
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4)  The  apparent  dusk-noon  location  of  the  injection  region  (or  the  relative  delay  between  the 
proton  and  electron  peaks).  5)  The  simultaneous  injection/acceleration  of  MeV  electrons,  protons, 
and  alpha  particles.  6)  The  nearly  simultaneous  injection  of  particles  with  the  magnetic 

compression  (150  T  at  CRRES)  during  the  SC. 

The  magnetic  field  configuration  at  the  time  of  the  SC  is  shown  in  the  field  line 
traces  of  Figure  28,  using  the  Tsyganenko  (1987)  short  model  for  Kp>5.  The  dipole  tilt  is  -  9.1 
degrees.  For  this  case  the  standoff  distance  is  about  8  Re,  much  greater  than  what  is  inferred 
during  a  SC  shock  impulse.  To  understand  the  impact  of  a  shock  on  the  magnetosphere  and 
radiation  belt  a  simple  model  was  formulated  using  a  dipole  field  and  a  parallel  shock  front.  The 
parallel  shock  was  constructed  using  an  image  dipole.  The  algorithms  were  also  set  up  to  vary  the 
strength  of  the  image  dipole  so  that  earth's  dipole  field  would  form  a  magnetosphere  cavity 
(Hones,  1963).  An  example  of  the  image  dipole  field  line  trace  is  shown  in  Figure  29  for  a 
standoff  distance  of  5  Re. 

The  objective  of  this  simple  model  is  to  represent  the  first  order  physics  for  explaining  the 
acceleration  and  transport  of  particles  within  the  radiation  belts  during  a  shock  compression.  The 
large  120  gamma  field  increase  observed  at  the  CRRES  location  at  03  MLT  (Figure  30)  is  thought 
to  be  the  result  of  the  magnetosphere  compressing,  i.e.  the  sum  of  the  earth’ s  dipole  and  image 
dipole  in  our  simple  model.  On  the  front  side  of  the  magnetosphere  the  compression  is  much 
greater  because  that  region  is  much  closer  to  the  image  dipole  (r"^  dependence).  The  drifting  of 
particles  along  constant  B  results  in  the  rapid  transport  of  high  energy  particles  to  lower  L  shells 
and  the  violation  of  the  third  invariant.  Following  Parker  (1960)  the  perturbation  fields  of  an 
image  dipole  are: 


where  r=  x^  4-(y-i-2L)2  -t-z^  and  2L  is  the  dipole  separation  distance.  For  small  changes  in  the 
magnetosphere  the  drift  orbit  of  particles  may  be  represented  as  circles  that  are  offset  from  the 
center  of  the  earth.  During  rapid  compression  the  ring  of  pamcles  are  "frozen"  to  the  field  lines 
(Parker,  1963,  Birmingham  and  Jones,  1968)  and  move  in  the  anti  solar  direction  as  illustrated  in 
Figure  31.  However,  because  of  the  higher  magnetic  field  strength  on  the  day  side  during 
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compression,  the  subsequent  drift  circles  of  undisturbed  particles  have  centers  in  the  solar  direction 
from  the  earth's  center. 

Using  the  magnetic  observations  at  the  CRRES  satellite  (  100  gamma  increase)  and  the 
image  dipole  model  the  standoff  distance  varies  with  time  as  shown  in  Figure  32  for  a  minimum 
standoff  distance  of  3  Re.  Although  this  low  penetration  of  the  magnetopause  in  L  to  2.5  to  3.0  is 
surprising,  much  of  the  data  can  be  explained  with  such  an  inteipretation.  After  the  initial 
penetration  to  low  L  (at  35  seconds)  the  magnetic  field  relaxes  and  the  standoff  distance  backs  off 
to  L  shells  near  5.  Following  Henrick  (1963)  the  magnetic  line  displacement  during  a  compression 
event  is  given  in  Figure  33  assuming  a  final  standoff  distance  of  3.0  and  an  initial  standoff  distance 
of  6.0.  The  resulting  compression  factor  (an  acceleration)  is  given  in  Figure  34.  For  a  6  Re  particle 
that  is  compressed  to  3  Re  the  acceleration  would  be  about  a  factor  of  eight .  A  particle  at  4  Re 
initially  would  move  to  2.7  Re  and  have  an  acceleration  of  4.5  times.  On  the  night  side  the  particles 
are  only  slightly  affected  in  agreement  with  the  data. 

In  this  view  the  shock  front  compresses  the  frontside  radiation  belts  to  low  L  shells  in 
about  30  seconds.  The  particles  at  noon  (3<  L  <  10)  are  transported  to  L  shells  below  3  and  are 
accelerated  because  of  the  increased  magnetic  flux  from  the  adiabatic  compression  event  (first 
invariant  conserved).  Using  equation  2  for  the  dipole  image  model,  the  contours  of  constant  B  are 
shown  in  Figure  35  for  standoff  distances  of  5,  3  and  2.5  Re.  As  the  compression  event  proceeds 
the  lower  L  shell  contours  shift  towards  the  sunward  direction,  become  tear  shaped  and  then  open 
up  to  give  direct  access  from  the  magnetopause  region  to  the  radiation  belt  inner  slot.  For  10>  MeV 
electrons,  protons,  and  heavier  ions  the  drift  periods  are  short  enough  (<3  minutes)  so  that  these 
particles  can  drift  to  the  nightside  before  the  magnetosphere  is  partially  decompressed.  A  simplified 
Hiagram  illustrating  the  important  features  of  the  magnetic  compression  and  acceleration  model  is 
shown  in  Figure  36. 
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Figure  35  Constant  B  drift  contours  for  particles  during  various  stages  of  the 

compression  event 
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Figure  39  Inner  edge  ring  current  ion  flux 
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3.6  Rapid  drop-off  in  ion  flux  in  the  ring  current 

3.6.1  Rapid  drop-off  in  flux  at  the  inner  edge  of  the  ring  current 

While  past  observations  have  revealed  the  general  structure  of  the  ion  ring  current  region, 
the  details  of  the  inner  edge  are  poorly  understood  because  of  low  sensitivity  ion  composition 
measurements  and  sensitivity  of  instalments  to  radiation  belt  backgrounds.  The  data  collected  by 
IMS -HI  clearly  show  that  the  hydrogen  and  helium  flux  can  abruptly  drop-off  by  several  orders  in 
less  than  0.5  L-shell.  Some  examples  of  this  lower  edge  drop-off  are  shown  in  figures  37  and  38 
for  helium  ions.  The  movement  of  the  inner  edge  during  the  24  March  magnetic  storm  is  given  in 
Figure  39  and  indicates  that  the  inner  edge  moves  down  to  an  L-shell  of  about  2  for  56  keV  He-i- 
on  orbit  590;  about  one  day  after  the  magnetic  storm  SC.  The  exact  location  of  the  boundary  varies 
with  ion  species,  energy,  and  magnetic  conditions.  The  data  suggest  that  strong  loss  processes  are 
active  that  precipitate  ions  out  of  the  lower  ring  current  such  as  ion  cyclotron  waves,  other  wave- 
particle  interactions,  and  charge  exchange.  The  inner  edge  profiles  of  the  ion  ring  current  are 
crucial  to  the  elucidation  of  the  transport  and  loss  mechanisms  and  to  the  development  of  proper 
radiation  belt  models. 


3.6.2  Narrow  FSux  Drop-offs  and  Enhancements  in  the  Outer  Radiation  Belt 

An  investigation  has  been  made  of  locahzed  decreases  in  the  trapped  particles,  some  at 
positions  deep  within  the  trapped  population  of  the  trapped  population  of  the  radiation  belt  (see 
paper  in  appendix  4;  Imhof  et  al.  1995).  The  study  was  performed  with  the  measurements  of 
electrons,  protons  and  helium  particles  at  near  equatorial  position  from  the  CRRES  satellite. 
Electric  field  wave  and  magnetic  field  strength  data  recorded  on  CRRES  were  also  used.  Narrow 
observation  time  drop-offs  well  within  the  trapped  population  occurred  at  L  shells  low  as  5.4. 
Other  drop-offs  typically  at  higher  L  shells  had  slow  decreases  in  particle  flux  followed  by  rapid 
increases,  consistent  with  those  often  observed  from  synchronous  orbit  satellites.  Simultaneous 
measurements  of  the  flux  variations  with  radial  distance  can  be  used  to  evaluate  whether  the  cause 
of  the  infrequent  pronounced  drop-offs  might  be  attributed  to  a  shift  of  the  particle  population,  as 
hypothesized  by  various  investigators.  Addition  data  bearing  on  this  subject  were  obtained  during 
certain  satelhte  orbits.  On  one  satelhte  pass  at  least  ten  narrow  flux  drop-offs  and  several  sharp 
enhancements  were  observed  within  four  hours  surrounding  and  with  a  much  broader  flux  drop¬ 
off  with  a  slow  decrease  followed  by  a  rapid  recovery.  For  the  flux  drop-offs  being  produced  by 
the  motion  of  flux  gradients  pass  the  satellite  observations  indicate  a  large  scale  movement  of  a  flux 
profile  with  fine  stmcture.  Drop-offs  were  observed  in  both  electrons  and  protons,  on  some 
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occasion  with  very  similar  flux  profiles  whereas  in  other  cases  there  were  major  differences  such 
as  no  proton  flux  decreases  at  times  of  major  drop-offs  in  the  electrons. 

At  synchronous  or  near- synchronous  orbit  slow  decreases  in  the  fluxes  of  energetic 
electrons  and  protons  have  been  observed  followed  by  very  rapid  increases  (e.g.  Walker  et  al., 
1976,  Baker  and  McPherron,  1990,  Baker  et  al.,  1993,  Nakamura  et  al.,  1994,  Nagai,  1982, 
Erickson  et  al.,  1979).  Many  of  these  decreases  have  been  interpreted  as  resulting  from  motion  of 
the  trapped  particle  outer  boundary  whereas  the  subsequent  flux  recoveries  have  been  found  to  be 
associated  with  the  expansion  phase  onset  of  magnetospheric  substorms.  Most  of  these 
observations  have  been  made  from  a  satellite  that  remains  at  the  same  L  shell,  ~  6.6.  Narrow  flux 
drop-offs  have  been  observed  both  at  synchronous  altitude  (Su  et  al.,  1976,  Sergeev  et  al.,  1992) 
and  on  lower  L  shells  (Yeager  and  Frank,  1969;  Kaufmann  et  al.,  1976;  Korth  et  al.,  1994). 

Our  knowledge  of  flux  drop-offs  can  be  improved  by  examining  the  measurements  from  a 
satellite  such  as  CRRES  which  has  a  highly  eccentric  nearly  equatorial  orbit  and  a  variety  of 
particle,  wave,  and  magnetic  field  instruments.  Such  an  orbit  provides  one  the  opportunity  to 
investigate  the  radial  flux  profiles  of  drop-offs  as  well  as  to  survey  their  occurrence  over  a  wide 
range  of  L  shells. 

From  the  CRRES  satellite  we  have  found  both  narrow  drop-offs  in  addition  to  the 
commonly  observed  wider  ones  which  often  have  a  slow  flux  decrease  followed  by  a  rapid 
recovery.  Generally,  the  flux  versus  latitude  profiles  were  monotonic  in  nature  with  no 
pronounced  structure.  On  many  satellite  passes  indications  of  weak  drop-offs  were  found:  shells 
as  low  as  5.4. 

4.0  Summary 

Most  of  the  effort  of  this  contract  has  been  devoted  to  1)  understanding  the  new  IMS-HI 
instrament  medium  energy  ion  and  neutral  data  (i.e.  intercalibration),  2)  understanding  the 
fundamental  dynamics  of  the  radiation  belts,  3)  the  rapid  drop-off  in  ion  flux  near  the  inner  edge  of 
the  ring  current,  and  4)  investigations  regarding  the  establishment  of  rapid  acceleration  using 
impulse  dB/dt  and  transport  to  low  L-shell  during  a  sudden  commencement.  This  contract  was 
greatly  reduced  in  original  scope  due  to  reduction  in  available  funds;  however,  we  are  very 
thankful  for  the  support  and  hope  to  continue  studing  the  IMS-HI  using  the  information  acquired  in 
this  investigation. 
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The  primary  objective  of  the  mediuin  energy  ion  mass  spectrometer  (ONR  307-S-3)  on  the  CRRES  is  to  obtain 
the  necessary  data  to  construct  models  of  the  energetic  ion  (10-2000  keV-amn/q^)  and  neutral  atom  (10-1500 
keV)  environment  of  the  Earth’s  radiation  belts.  The  spectrometer  measures  the  energetic  ion  composition, 
energy  spectrum,  charge,  and  pilch  angle  distributiora  with  good  mass,  temporal,  and  spatial  resoluUon.  The  ion 
rejection  in  the  neutral  detector  is  <100  MeV-amu/q^  The  instrument  principle  of  operation  is  based  on  ion 
momentum  separation  in  a  7000-G  magnetic  field  followed  by  energy  and  mass  defect  analysis  using  an  airay 
of  cooled  silicon  solid-state  detectors.  The  architecture  is  parallel  with  simultaneous  mass  and  energy  analysis  at 
relatively  high  sensitivity  (WFo  duty  cycle).  The  instrument  performed  as  designed  in  orhit  with  the  major 
groups  of  hydrogen,  helium,  ojcygen,  and  neutrals  dearly  resolved.  The  energetic  ion  composition  dunng  the 
Augus!  26,  1990,  sHonia  iilEStraHes  JBne  BEsHnaimienit  perfonmamce. 


L  lESradHcMoM 

The  medium  energy  ion  mass  spectrometer  (IMS-HI)  on 
the  Combined  Release  and  Radiation  Effects  satellite 
(CRRES)  measures  the  energy  spectra  and  pitch  angle  distri¬ 
butions  of  magnetospheric  ions  and  neutral  particles.  The 
instrument  is  designed  specifically  to  measure  the  highly  vari¬ 
able  fluxes  of  ions  in  the  energy  range  from  a  few  tens  of 
kiloelectron  volts  to  a  few  hundred  kiloelectron  volts  that 
populate  the  ring  current  and  produce  the  variations  seen  in 
the  magnetic  Dst  index  associated  with  magnetic  storms. 

Ring-current  studies  based  on  data  from  the  Explorer  45 
spacecraft^  were  hampered  because  the  detectors  did  not  dis¬ 
tinguish  between  protons  and  higher  mass  ions,  ^her  re¬ 
searchers-'^  have  demonstrated  the  importance  of  including 
neutrals  and  ions  other  than  protons  to  explain  the  decay  rates 
observed  in  the  ring  current.  By  charge  exchange  with  thermal 
hydrogen  atoms,  energetic  ions  become  neutrals  and  can  es¬ 
cape  from  the  Eanh’s  environment.  This  is  a  sigmflcant  loss 
process  for  the  medium-energy  ring  current  ions.  More  recent 
measurements  obtained  by  the  medium-energy  plasma  ana¬ 
lyzer  on  the  AMPTE/CCE  spacecraft  have  demonstrated  the 
advantages  of  comprehensive  ion  composition  measurements 
for  the  study  of  ring  current  processes.^ 

On  CRRES,  ring-current  ion  composition  and  neutral  atom 
measurements  are  provided  in  part  by  the  IMS-HI  instrument. 
This  instrument  is  one  of  four  instruments  that  comprise  the 
Office  of  Naval  Research  (ONR-307)  energetic  particles  and 
ion  compositon  (EPIC)  experiment.  The  contiguous  mapping 
of  the  particle  distribution  over  the  radial  distance  range  from 
400  km  to  5.5  Eanh  radii  (Re)  near  the  equatorial  plane 
provides  a  comprehensive  data  base  that  can  be  used  for 
studies  of  radiation  belt  and  ring-current  energization,  injec¬ 
tion,  and  loss  processes. 
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H,  Measirag  XechgiiqMes 

The  IMS-HI  instrument  is  based  on  ion  momentum  separa¬ 
tion  in  a  magnetic  field  followed  by  energy  and  mass  defect 
analysis  using  an  array  of  cooled  silicon  solid-state  sensors  as 
shown  in  Fig.  1.  The  entrance  collimator  consists  of  a  series  of 
rectangular  baffles  that  define  the  ion  beam  angular  resolution 
and  a  broom  magnet  to  rejea  electrons  with  energy  less  than 
1  MeV, 

After  exiting  the  collimator  ions  enter  a  7000-G  magnetic 
field  where  they  are  deflected  (mv/qB)  onto  a  set  of  six  pas¬ 
sively  cooled  (-50°C)  silicon  surface-barrier  deteaors.  The 
technique  of  cooling  solid-state  detectors  for  high-resoiution 
[<2  keV  full  width  at  half  maximum  (FWHM)]  energetic  ion 
measurements  in  spacecraft  instruments  was  discussed  by  Voss 
et  al.^  and  was  successfully  demonstrated  in  the  stimulated 
emission  of  energetic  particles  (SEEP)  experiment  on  the  S81- 
1  satellite.®  The  energy  range  covered  varies  with  ion  species 
and  is  approximately  em/q^=  10-2000  keV-amu/q*.  A  sev¬ 
enth  sensor,  located  direaly  in  line  with  the  collimator,  mea¬ 
sures  energetic  neutrals  and  has  an  ion  rejection  of  approx- 


Fig.  1  PriEciplc  of  operation  for  IMS-HI  is  based  on  ion  momen¬ 
tum,  mass  defect,  and  energy  analysis  using  an  array  of  cooled  solid- 
state  detectors.  Magnet  is  shown  in  the  upper  portion  of  the  figure  and 
the  ion  optics  in  the  lower  portion. 
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Table  1  Medium  energj’  ion  mass  spectrometer  (IMS-HI) 
specifications 


Analyzer 

7  kg  magnet  (m/q^)  and 
mass  defea 

Sensors 

Silicon  surface  barrier 

1 

0 

0 

Number  of  imaging  sensors 

7  at  0.5  cm^  each 

Look  direction  from  spin  axis 

Particles  and  energy  range: 

73  deg 

Neutrals 

10-1500  keV 

Protons 

15-2000  keV 

Helium 

4-500  keV 

Oxygen 

20-130  keV 

Oxygen  +  + 

20-500  keV 

Other  ions 

E>20  keV 

Number  of  differential  mass  channels 

64 

Number  of  high  rate  mass  channels 

4 

Number  of  differential  energy  channels 

6 

Pitch  angle  resolution 

4  deg  FWHM 

Geometrical  factor 

10"2_io-3  cm^sr 

Duty  cycle 

lOO^^o 

imately  100  MeV-amu/q^.  Detailed  instrument  specifications 
are  given  in  Table  1. 

The  instrument  features  simultaneous  mass  and  energy 
analysis  at  relatively  large  geometrical  factors  (10”^  to  10"^ 
cm*  sr).  Simultaneous  measurements  of  charge  states  can  be 
identified  for  each  m/q^  and  for  the  same  m/q^,  in  some  cases, 
within  the  solid-state  detector  due  to  dead  zone  and  mass 
defect  energy  losses  for  equal  m/q^  (e.g.,  0“^  *  and  He"^). 
Because  of  the  multisensor  design  and  parallel  processing  elec¬ 
tronics,  the  dynamic  range  in  flux  covered  is  approximately  six 
orders  of  magnitude. 

A  simulation  of  the  ion  separation  in  a  7000-G  magnetic 
field  is  shown  in  the  position-energy  diagram  of  Fig.  2.  The 
image  surface  S  is  defined  as  the  arc  length,  beginning  at  the 
collimator,  for  a  radius  i?  =  8  cm.  Solid-state  detectors  1-7 
are  located  at  angles  0  of  40,  65,  90,  115,  140,  162.5,  and  180 
deg,  respectively.  Solid-state  detectors  1-6  arc  n-type  silicon 
having  either  20  or  40  /ig  cm“^  of  gold  surface  deposit.  The 
neutral  detector  is  of  7?’type  silicon  to  improve  light  rejection 
and  radiation  damage  sensitivity  and  has  20  ^g  cm"  ^  of  alumi¬ 
num  surface  deposit.  The  energy  loss  in  surface-barrier  win¬ 
dows  for  H,  He,  and  O  is  discussed  by  Voss.^  The  mass  defect 
in  solid-state  detectors  results  from  energy  loss  of  nonionizing 
nuclear  collisions  within  the  solid  that  reduce  the  efficiency  of 
electronic  signal  generation.  The  mass  defect  increases  with 
atomic  weight  of  the  nuclei  in  a  well-understood  way*®  and 
causes  further  mass  separation,  with  commensurate  energy 
scatter,  for  the  heavier  nuclei. 

The  magnet  section  consists  of  a  yoke,  pole  pieces,  and  a 
SmCo  permanent  magnet.  To  produce  a  homogeneous  mag¬ 
netic  field  with  high  inducton  ( ~  7  kG)  in  a  5-mm  gap  and 
with  minimized  weight,  the  best  available  magnetic  material 
(SmCo  Recoma  25,  with  25  MGOe  energy  produa)  was  se¬ 
lected.  The  yoke  completely  surrounds  the  magnetic  field  ex¬ 
cept  for  the  entrance  apenure,  permitting  one  to  reduce  the 
magnetic  resistivity  in  the  return  flux  section  and  to  minimize 
the  magnetic  stray  fields.  Shape  and  dimensions  of  the  yoke 
are  optimized  to  reduce  weight  and  are  designed  for  a  uniform 
magnetic  induction  of  19  kG  anywhere  within  the  yoke.  The 
resultant  complex  shape  necessitates  the  use  of  numerical  com¬ 
puter-aided  machining  methods  to  meet  the  weight  require¬ 
ment  and  design  goal  of  <  100  nT  magnetic  stray  field  at  a 
distance  of  1  m.  A  yoke  material  (Hyperco  50)  that  possesses 
relatively  high  permeability  (2000-^W00)  at  high-induaion  lev¬ 
els  (20  kG)  was  chosen.  The  mass  of  the  flight  yoke  and 
magnet  assembly  is  about  5.7  kg. 

A  functional  system  diagram  of  the  IMS-HI  is  shown  in  Fig. 
3.  Variable  pulse-height  signals  from  the  ion  sensors  are  each 
routed  for  analysis  to  a  peak  detector  circuit  and  analog 
multiplexer.  Each  peak  detector  circuit  is  allowed  to  track  and 


hold  the  highest  peak  value  for  input  pulses  below  the  pro¬ 
grammable  low  level  threshold  Vj  and  to  hold  and  stop  sam¬ 
pling  for  input  pulses  above  K7-.  This  allows  signals  to  be 
processed  well  into  the  noise  level  for  added  in-orbit  perfor¬ 
mance.  The  sample  interval  for  each  detector  is  45  ^s.  The 
read  and  reset  of  each  peak  detector  circuit  is  controlled  by 
strobes  from  a  master  clock  so  that  a  continuous  and  sequen¬ 
tial  scan  is  made  of  each  detector. 

Simultaneous  with  the  reset  command,  a  256-channel 
analog-to-digital  converter  is  activated,  and  the  resulting  digi¬ 
tal  pulse  height  (8  bits)  is  placed  on  the  address  bus  of  an 
energy  lookup  table.  Also  placed  on  the  address  bus  of  this 
RAM  are  the  3  bits  that  specify  which  detector  is  being  pro¬ 
cessed.  The  content  of  this  memory  ceil  (16  bits)  is  read  into  an 
accumulator,  incremented  by  one,  and  then  read  back  into  the 
memory  cell.  An  address  counter  is  then  used  to  sequentially 
step  through  the  entire  RAM  for  telemetry  readout.  A  data 
compressor  packs  the  16-bit  sum  into  an  8-bit  byte  for  serial 
interface  with  the  satellite  telemetry. 

The  instrument  operates  in  two  basic  modes;  mass  lock  and 
mass  scan.  In  the  mass  scan  mode,  each  of  the  seven  solid- 
state  sensors  is  pulse-height  analyzed  into  256  levels  of  which 
64  intervals  are  accumulated  in  memory  and  read  out  every  8 
s.  This  mode  is  used  to  scan  all  mass  peaks  within  the  range  of 
the  sensor  relative  to  the  background  continuum.  In  the  mass 
lock  mode,  each  of  the  seven  solid-state  sensors  is  pulse-height 
analyzed  into  256  levels,  of  which  four  intervals  (typically, 
four  ions)  arc  accumulated  in  memory  and  read  out  every 
half-second.  This  mode  is  used  for  making  rapid  spearal 
snapshots  of  four  ions  as  a  function  of  pitch  angle.  Baseline 
operation  of  the  instrument  will  be  to  toggle  every  32.768  s 
between  the  mass  lock  mode  and  the  mass  scan  mode. 


Fig.  2  Energy  of  various  ions  that  are  mapped  onto  Che  detector 
focal  surface  S  is  shown  for  a  7000-G  magnetic  field. 
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IIL  CaMbratioo 

The  IMS-HI  instrument  was  calibrated  at  Goddard  Space 
Flight  Center  (GSFC)  using  the  low-energy  accelerator  for 
ions  up  to  150  keV.  The  instrument  was  mounted  on  a  scan 
platform  in  a  vacuum  chamber  at  the  output  end  of  the 
accelerator  beam  line.  At  a  bend  in  the  beam  line,  an  electro¬ 
magnet  was  used  to  select  the  desired  mass  after  the  electro¬ 
static  acceleration.  A  solid-state  detector  at  the  entrance  to  the 
vacuum  test  chamber  was  used  to  monitor  the  beam  stability. 
The  instrument  was  calibrated  using  He"^,  N^, 

N  ^ ,  O" ,  and  O"  ^  ions.  The  neutral  detector  was  calibrated 
using  energetic  neutral  hydrogen  atoms. 

To  illustrate  the  instrument  performance  during  calibration, 
an  energy’  scan  for  protons  impinging  on  detector  2  is  shown  in 
Fig.  4.  The  calibration  data  are  currently  being  compared  to 
the  instrument  computer  model  and  to  the  flight  data  to  arrive 
at  the  best-fit  calibrations.  The  energy  passbands  are  very 
clean  as  indicated  in  Fig.  4  and  scattering  from  the  pole  pieces 
is  less  than  0,2%.  The  background  rate  can  be  subtracted 
using  an  algorithm  based  on  the  differential  pulse-height  spec¬ 
trum  in  each  of  the  seven  detectors  and  the  omnidirectional 
megaelectron  volt  electron  flux. 

In  addition  to  the  accelerator  calibrations,  the  instrument 
was  tested  with  radioactive  sources  at  -  30°  C  in  its  final  flight 
configuration.  Six  Tl-204  sources  of  varying  intensities  were 
used  to  saturate  the  sensors  in  a  known  fashion  to  calibrate 
flux  rate  effects.  An  internal  electronic  pulser  was  also  in¬ 
cluded  in  the  instrument  to  give  several  pulse  heights  at  the 
detector  front  end  to  calibrate  gain,  linearity,  and  resolution 
in  orbit.  It  has  also  been  observed  in  orbit  that,  when  the 
instrument  is  illuminated  with  high  fluxes  of  megaelectron  volt 
electrons  in  the  outer  belt,  K-alpha  lines  are  present  and  asso¬ 
ciated  with  high-atomic-number  materials  near  the  sensors. 
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Fig.  6  Example  of  scalar  daaa  from  detector  1  and  2  for  protons 
during  the  August  26,  1990,  sudden  commencement. 
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IV.  PreSimmairy’  Flight  Resmlts 
The  instrument  design  temperatures  were  achieved:  -  55°C 
for  the  magnet  and  sensors,  —  12°  C  for  the  preamps,  and  0°C 


Fig.  4  Energy  passhamd  for  protons  in  detector  2  obtained  during 
preflight  calibrations. 
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Fig.  5  In-flight  data  from  detector  1  indicates  a  noise  threshold  of 
about  4  keV  and  a  hydrogen  ion  peak  resolution  of  2  keV  FWHM. 


Fig.  7  Ion  mass  peaks  observed  in  detectors  2,  3,  and  4  during  the 
August  26,  1990,  storm. 


for  the  electronics  box.  The  sensors'  noise  thresholds  w-ere 
therefore  well  within  specifications.  This  is  shown  in  Fig.  5  for 
detector  1  during  orbit  77.  Here  the  primary  hydrogen  peak  is 
at  18  keV  with  a  noise  threshold  of  about  4  keV  and  a  noise 
resolution  of  about  2  keV  FWHM. 

The  scalar  data  for  18-  and  56-keV  protons  during  the 
sudden  commencement  on  August  26,  1990,  is  illustrated  in 
Fig.  6.  The  major  ultra  lower  frequency  (ULF)  wave-panicle 
interaction  is  at  18  keV  and  nearly  absent  at  56  keV. 

The  final  example  of  instrument  performance  is  shown  in 
Fig.  7  for  the  64-channel  mass  spectrum  of  detectors  2,  3,  and 
4.  These  data  were  obtained  on  August  26,  1990  over  a  5-inin 
interval  near  L  =  5.0.  The  distributions  shown  are  for  the  raw 
count  rates  and  do  not  have  noise  filtering,  efficiencies,  and 
other  corrections  included.  The  energy  scale  is  preliminary  and 
represents  the  deposited  energy  of  the  ions  in  the  solid-state 
detectors. 

The  H*  and  He'^  peaks  are  conspicuous  in  each  of  the 
detectors  as  noted.  The  importance  of  mass  defect  in  the 
solid-state  detector  is  illustrated  well  in  detector  4  for  He"  and 
O  "  - .  Both  ions  have  the  same  m/q^  and  thus  the  same  energy 
incident  on  the  detector  (95  keV),  Because  the  oxygen  ion  is 
less  efficient  at  generating  electron  hole  pairs,  its  peak  is 
shifted  down  from  the  Hc^  peak  by  about  30  keV.  It  is  well 
separated  from  the  He^  and  N^/0^  peaks.  Thus,  over  cer¬ 
tain  energy  and  mass  intervals  the  mass  defect  is  an  effective 
method  of  separating  ion  beams  in  a  magnetic  spectrometer. 
To  obtain  the  ion  flux,  the  penetrating  backgrounds  and  skirts 
of  the  strong  ion  peaks  must  be  properly  subtracted  using 
peak-analysis  software. 


V.  Summary 

The  IMS-HI  experiment  on  CRRES  operated  successfully 
since  launch.  Preliminary  results  show  that  the  instrument  is 


62 


VOSS  ET  AL.:  ION  MASS  AND  ATOM  SPECTROMETER 


569 


able  to  distinguish  all  of  the  major  ion  species  and  a  few  minor 
species  with  good  time  resolution.  These  measurements  will 
comprise  an  important  data  base  for  studies  of  radiation  belt 
and  ring-current  energization,  injeaion,  and  decay  rates. 
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Introduction 

IMPORTANT  componenrs  of  the  magnetospheric  plasma 
to  be  explored  by  the  CRRES  are  the  energetic  electrons 
and  protons  that  populate  the  Earth’s  radiation  belts.  The 
fluxes  of  these  particles  depend  critically  on  the  production 
and  loss  mechanisms  in  the  radiation  belts  and  exhibit  dy¬ 
namic  behavior  in  response  to  solar  and  geomagnetic  activ¬ 
ity.'-  The  understanding  of  these  processes  requires  detailed 
measurements  of  the  particle  distribution  functions  including 
the  pitch  angle.  Previous  measurements  of  energetic  electrons 
and  protons  have  been  made  bv  instruments  on  satellites  such 
as  Ogo  5,-^  SCATHA/  (S/C)  1979-053,  and  (S/C)  1982-019/  “ 
but  the  unique  CRRES  orbit  offers  exciting  new  possibilities 
for  developing  improved  models  of  the  inner  and  outer  radia¬ 
tion  belts. For  example,  the  particle  distributions  measured 
along  the  spacecraft  trajectory  can  be  used  to  map  the  two-di¬ 
mensional  radiation  belt  morphology  in  the  orbit  plane  for 
1.05  <L  <7  near  the  geomagnetic  equator. 

The  ONR  307-3  Spectrometer  for  Electrons  and  Protons 
(SEP)  is  one  component  of  the  ONR  307  Energetic  Particles 
and  Ion  Composition  experiment.  SEP  measures  the  energy 
and  pitch  angle  distributions  of  energetic  electrons  and  pro¬ 
tons  throughout  the  CRRES  orbit.  The  specific  science  objec¬ 
tives  of  the  SEP  experiment  are  1 )  to  understand  the  physics  of 
the  sources,  losses,  energization,  transport,  and  lifetimes  of 
energetic  particles  in  the  Earth’s  radiation  bells;  2)  to  under¬ 
stand  the  details  of  wave-particle  interactions  (WPI),  both 
natural  and  man  made,  that  result  in  precipitation  of  radiation 
belt  panicles;  and  3)  to  utilize  this  experimental  data  base  to 
greatly  improve  the  accuracy  of  trapped  radiation  belt  models. 
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Experiment  Description  and  Operations 

The  SEP  design  is  based  heavily  on  the  successful  SC-3 
spectrometer-^'^  flown  on  the  SCATHA  mission.  Unlike  the 
single-detector  system  used  on  SCATHA,  SEP  consists  of 
three  solid-state  particle  spectrometers  oriented  at  40,  60,  and 
80  deg  from  the  spacecraft  spin  axis.  A  cross-sectional  view  of 
one  of  the  telescopes  is  shown  in  Fig.  1.  Each  spectrometer  has 
four  detector  elements  labeled  A,  D,  E,  and  E'.  Various  logic 
combinations  of  the  four  detector  elements  in  each  spectrome¬ 
ter  are  used  to  determine  the  particle  types  and  energy  ranges, 
which  are  measured  sequentially.  The  operational  modes  of 
each  telescope  are  individually  commandable. 

The  D  detector,  which  is  200-pLm-thick  intrinsic  silicon,  is 
used  to  measure  both  the  rate  of  energy  loss  of  the  higher-en¬ 
ergy  panicles  and  to  directly  stop  and  measure  the  low-energy 
particles.  The  E  detector,  which  consists  of  a  stack  of  five 
2-mm-thick  silicon  surface-barrier  detectors  in  parallel,  is  lo¬ 
cated  behind  the  D  detector  to  stop  the  higher-energy  panicles 
and  to  measure  their  total  energy  loss.  The  E '  detector,  which 
is  a  1000-/im-thick  piece  of  silicon,  is  located  behind  the  E 
detector  and  is  used  as  an  active  collimator.  Following  it  is  a 
tungsten  absorber  that  sets  the  upper  energy  limit  for  analysis. 
The  entire  telescope-configured  stack  is  surrounded  by  the 
anticoincidence  A  detector,  which  consists  of  a  plastic  scintil¬ 
lator  viewed  by  a  photomultiplier  tube.  The  A  detector  senses 
and  rejects  energetic  particles  and  bremsstrahlung  that  pene¬ 
trate  either  the  outer  shielding  wails  of  aluminum  and  tungsten 
or  the  silicon  detector  stack  and  tungsten  absorber.  The  detec¬ 
tor  stack  is  located  behind  a  long,  narrow  collimator  that 
defines  the  3-deg  angular  field  of  view  full  width  at  half 
maximum  (FWHM).  The  aluminum  and  tungsten  effectively 
stop  electrons  with  energy  up  to  5  MeV  and  bremsstrahlung 
photons  with  energy  up  to  about  150  keV. 

Each  of  the  three  identical  SEP  particle  telescopes  has  a 
high-resolution,  3-deg  (FWHM)  field  of  view  provided  by  a 
long  collimator  (20  cm)  containing  10  baffles.  The  collimators 
are  identical  to  the  ones  used  on  the  SC-3  instrument,"^  provid¬ 
ing  an  instrument  geometric  factor  of  ~  3  x  10"^  cm^sr.  For 
the  80-  and  60-deg  telescopes,  measurements  over  12  energy 
channels  are  obtained  every  0.25  s  with  a  dead  time  of  2  ms. 
Because  of  telemetry  restrictions,  the  40-deg  telescope  accu¬ 
mulates  for  0.5  s  with  a  dead  time  of  4  ms. 


ANTICOINCIDENCE  ' 
PREAMPUFIER 


Fiji.  J  Cross-sectional  view  of  one  of  the  SEP  telescopes. 
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The  three  SEP  spectrometer  heads  and  the  analyzer  package 
are  shown  in  Fig.  2.  The  two  units  are  mounted  on  the  bottom 
of  the  spacecraft  and  are  separated  to  achieve  a  lower  temper¬ 
ature  in  the  silicon  detectors  for  improved  low-energy  electron 
detection. 

Each  sensor  operates  from  its  own  256,  8-bit  word  CMOS 
memory,  which  is  individually  addressable  and  loadable  via  a 
16-bit  serial-digital  command.  Four  of  these  words  completely 
define  one  operating  mode  (32-bit  control  register)  for  an 
individual  sensor.  A  mode  is  defined  by  specifying  the  logic 
conditions  (coincidence/anticoincidence),  gain,  detector  for 
pulse-height  analysis,  and  energy  thresholds  required  between 
the  four  detector  elements  to  uniquely  establish  a  particular 
type  and  energy  range  for  analysis/ 

Several  modes  can  be  programmed  in  sequence  to  empha¬ 
size  one  particle  type,  to  obtain  comprehensive  measurements 
for  special  events  such  as  solar  flares,  or  to  dwell  on  a  narrow' 
energy  range  for  any  particle  type.  A  hard-wired  backup  mode 
that  measures  the  higher-energy  electrons  (215-5100  keV)  is 
independent  of  the  memory  and  is  used  automatically  at  turn¬ 
on  and  whenever  the  memory  is  being  loaded  or  disabled.  The 
basic  programmable  mode  parameters  are  the  energy  range 
and  energy  channel  widths  for  the  electrons  and  for  the  pro¬ 
tons.  Typical  modes  that  may  be  used  during  the  CRRES 
mission  are  shown  in  Table  1. 

Calabrattioo 

The  SEP  sensor  heads  were  calibrated  using  electron  and 
proton  beams  from  accelerators  at  the  Goddard  Space  Flight 
Center  (GSFC)  in  Greenbelt,  Maryland,  and  at  Harvard  Uni¬ 
versity  in  Cambridge,  Massachusetts.  Two  accelerators  were 
utilized  at  GSFC,  a  low-energy  electron  machine  for  energies 
up  to  150  keV  and  a  Van  de  Graaff  accelerator  with  a  maxi¬ 
mum  energy  of  1.5  MeV  for  both  electrons  and  protons.  The 
sensors  were  in  vacuum  at  room  temperature  for  these  runs. 
The  beam  rate  of  the  low-energy  accelerator  was  stable  to 
about  2597o  at  a  few  thousand  counts  per  second  for  electrons 
between  25  and  150  keV.  The  Van  de  Graaff  accelerator 


Fiw.  2  Photograph  of  (he  three  SEP  telescopes  moysiited  together 
and  the  electronics  analyzer  package. 


extended  the  electron  measurements  to  1500  keV  in  10  steps 
and  started  the  proton  range  from  500  to  1500  keV  in  five 
energy  steps. 

High-energy  proton  calibrations  were  done  in  air  at  the 
Harvard  Cyclotron  Laboratory  for  eight  energy  steps  between 
35  and  100  MeV.  The  159-MeV  proton  beam  was  reduced  in 
energy  by  absorbers  that  produce  a  beam  energy  spread  of  less 
than  6*^0  at  90  MeV  and  above,  whereas  the  spread  is  about 
40^0  at  the  lowest  energies.  The  measured  energy  deposition 
from  higher-energy  protons  penetrating  the  detectors  was 
within  1  MeV  of  calculated  values. 

Figure  3  shows  examples  of  calibration  data  for  electrons 
and  protons.  The  spectra  of  monoenergetic  beams  were  ob¬ 
tained  with  a  laboratory  multichannel  analyzer  and  were  re¬ 
lated  to  the  12  channels  of  the  flight  pulse-height  analyzers  by 
voltage  levels.  The  calibration  data  were  used  to  specify  the 
energy  ranges  for  each  mode  of  each  sensor  as  shown  in  Table 
1 .  The  mode  ranges  are  electronically  divided  into  12  channels, 
each  approximately  having  the  channel  width  shown  in  the 
table.  The  energy  ranges  in  Table  1  show  some  overlap  be¬ 
tween  modes.  The  particle  collimation,  the  D  detector  absorp¬ 
tion,  and  the  sensor  coincidence  circuitry  combine  to  signifi¬ 
cantly  reduce  the  overlap. 

Resulls 

SEP  commenced  normal  operations  on  August  7,  1990, 
after  a  successful  instrument  activation  period.  Preliminary 
results  are  shown  in  Figs.  4  and  5.  Figure  4  shows  pitch  angle 
spectrograms  for  electrons  and  protons  measured  during  orbit 
79  by  the  sensor  that  is  80  deg  from  the  spin  axis.  This  orbit 
occurred  several  days  after  the  commencement  of  a  moderate 
magnetic  storm  (Dst  =  -  116).  Each  panel  shows  the  relative 
flux  of  electrons  or  protons  integrated  over  the  energy  ranges 
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Fig.  3  Examples  of  calibration  dala  showing  typical  spectra  of  the 
particle  beams  and  the  pulse-height  responses  vs  energy  in  ail  three 
sensors  for  high-energy  electrons  and  protons. 


Table  I  SEP  initial  energy  range  and  channel  width 


.Mode 

Sensor  A 

Sensor  B 

Sensor  C 

Energy 
range,  .MeV 

Width, 

.MeV 

Energy 
range,  MeV 

Width, 

MeV 

Energy 
range,  MeV 

Width, 

MeV 

Electron  1 

0.042-0.324 

0.0235 

0.042-0.336 

0.0245 

0.041-0.313 

0.0227 

Electron  2 

0.164-4.93 

0.397 

0.171-5.12 

0.413 

0.170-5.1 1 

0.412 

Proton  I 

0.875-6.60 

0.478 

0.916-6.70 

0.482 

0.920-6.80 

0.490 

Proton  2 

2.5-38-7 

3.0! 

2.2-33.7 

2.62 

2.0-30.4 

2.37 

Proton  3 

35.8-80.2 

3.7 

31.2-69.9 

3.22 

28.2-63.1 

2.91 

Proton  4 

45-94 

4.08 

45-105 

5.00 

45-1 10 

5.42 

Alphas 

6.8-24 

1.43 

6.90-24.3 

1.45 

7.00-24. 

i.47 
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ONR  307-3  SEP 
ORBIT  79  27AUQ1990 


Fig.  4  Pitch  angle  spectrograms  showing  relative  intensities  of  elec¬ 
trons  and  protons  measured  during  orbit  79.  The  intensities  are  nor¬ 
malized  to  the  average  differential,  directional  flux  measured  during 
the  64-s  sampling  interval. 


ORBIT  77  26  AUG  1990 

ELECTBON  «>•’  '<>» 

FLUX 


UT  7  8  9  10  11  12  13  U  15  16 

Fig.  5  Energy  time  spectrograms  showing  approximately  spin-aver¬ 
aged  fluxes  of  electrons  during  orbits  77  and  79. 


indicated  in  the  upper  right-hand  portion.  The  intensity  is 
color  coded  according  to  the  flux  in  4-deg-wide  pitch  angle 
bins  normalized  to  the  average  differential,  directional  flux 
measured  during  each  sampling  interval.  A  full  energy  and 
pitch  angle  distribution  is  obtained  in  64  s  in  the  normal  SEP 
operating  mode.  The  time  axis  in  the  plot  is  arranged  with 
perigee  near  the  beginning  and  end  and  apogee  at  the  center. 
Note  how  the  pitch  angle  coverage  for  this  detector  varies 
during  the  orbit.  Depending  on  the  orientation  of  the  magnetic 
field,  data  from  the  other  two  sensors  can  extend  the  pitch 
angle  coverage  achievable  with  a  single  telescope.  Evidence  for 
both  pancake  and  butterfly  pitch  angle  distributions  are  ap¬ 
parent  in  this  display. 

Figure  5  shows  energy  lime  spectograms  for  electrons  mea¬ 
sured  during  orbits  77  and  79.  The  differential  number  fluxes 


are  averaged  over  32  s;  because  the  satellite  spin  is  about  29  s, 
these  are  approximately  spin-averaged  fluxes.  The  data  for 
each  orbit  are  shown  in  two  panels  corresponding  to  the  low- 
and  high-energy  electron  ranges.  The  large  dropout  in  fluxes 
in  the  first  half  of  the  orbit  is  a  result  of  the  magnetic  storm 
that  commenced  one  orbit  earlier.  Two  orbits  later,  the  en¬ 
ergetic  particle  fluxes  have  recovered.  Just  after  12  UT  in  orbit 
79  there  are  three  dispersive-like  electron  events  possibly  asso¬ 
ciated  with  substorm  activity. 

To  obtain  the  differential  particle  flux  from  the  SEP  data, 
the  counts  in  each  sampling  interval  are  divided  by  the  product 
of  the  live  time,  the  spectrometer  geometric  factor,  the  energy 
width  of  the  channel  for  the  particular  mode,  and  the  sensor 
particle  detection  efficiency  for  the  channel.  Pitch  angle  distri¬ 
butions  for  each  sensor  are  calculated  using  the  sensor  look 
directions  and  the  magnetic  field  direction  determined  from 
the  onboard  magnetometer. 

Conclusions 

The  SEP  experiment  on  CRRES  operated  almost  continu¬ 
ously  throughout  the  lifetime  of  the  spacecraft.  The  data 
obtained  in  the  CRRES  orbit  allows  the  computation  of  the 
particle  distribution  functions  in  phase  space  for  energetic 
electrons  and  protons  throughout  the  radiation  belts.  These 
distributions  can  be  used  for  developing  models  of  both  the 
static  and  dynamic  radiation  belt  populations.  Preliminary 
work  toward  a  dynamic  model  has  been  completed  using 
SCATHA  outer-belt  electron  distributions  together  with  a 
general  solution  to  a  simple  form  of  the  simultaneous  bimodal 
(radial  and  pitch-angle)  diffusion  equation. The  SEP  data 
are  especially  suited  for  these  types  of  studies  because  of  the 
good  angular  resolution  and  extended  pitch  angle  coverage 
provided  by  the  three  telescopes. 
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Figure  1.  The  trapped  ions  of  the  ring  current,  by  charge  exchange  with  thermal 
hydrogen  atoms  of  the  geocorona,  become  high  velocity  neutral  atoms  which  are 
focused,  for  those  directed  toward  the  earth,  in  the  equatorial  atmosphere  where 
they  again  become  ions  by  ionization  collisions.  The  injected  energetic  neutrals  at 
low  altitudes  produce  the  equatorial  precipitation  zone  and  a  temporary  low 
altitude  ion  belt  between  200  and  1000  km  as  illustrated  in  Figure  1. 


22«7nk 


Fig.  1.  Schematic  representation  of  the  ENA  and  resulting  low  altitude  ion  belt  and  precipitation. 


3.  RING  CURRENT  NEUTRALS  AT  LOW-ALTITUDE 

The  low-altitude  ion  belt  cannot  be  the  result  of  stably  trapped  particles 
since  the  ion  lifetime  is  much  less  than  the  drift  period.  Figure  2  shows  the 
equatorial  zone  of  particle  precipitation®  as  it  appears  in  satellite  measurements  of 
particles  by  Hovestadt  et  al."^,  Moritz^,  Mizera  and  Blake*,  Butenko  et  al.’, 
Scholer  et  al.*°,  and  Meier  and  Weller".  The  intensities  have  been  normalized  to 
unity  at  the  maximum.  The  data  were  taken  during  moderately  disturbed  times. 
The  zone  typically  covers  the  region  of  ±  20  degrees  in  latitude  from  the 
geomagnetic  equator. 
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Hg.  2.  The  nightmm  ^uatorial  zone  as  it  appears  in  satellite  observations  of  particle  flux  and  UV 
airglow.  The  intensity  is  normalized  to  the  maximum  value  [6]. 

Low  altitude  rocket and 
satellite  measurements'^  at  the  equator 
(Figure  3)  indicate  that  the  ions  are 
concentrated  at  90®  pitch  angle  with 
an  altitude  profile  which  increases 
rapidly  in  intensity  between  180  and 
260  km  and  becomes  nearly 
independent  of  altitude  thereafter. 
Because  the  loss  process  for  ions 
increases  with  atmospheric  density 
the  source  must  also  increase  with 
atmospheric  density  to  maintain  a 
constant  flux  profile  between  300 
and  1000  km.  The  inferred  source 
mechanism  is  the  charge  exchange 
process  of  ring  current  ions  which  is 
illustrated  in  Figure  1.  The  low 
altitude  energy  spectrum  is  similar  to 
that  of  the  ring  current,  with  most  of 
the  particles  having  energies  between 
10  <  E  <  100  keV  and  with  the 
spectrum  extending  above  1  MeV. 
The  precipitation  rate  is  on  the  order 
of  10'^  ergs  cm'^s'^ 


Fig.  3.  Rocket  and  satellite  data  of  ions  and 
neutrals  at  the  equator.  1  is  from  Voss  and 
12  0 
Smith  ,  2  is  from  Butenko  et  al.^ ,  3  is 

from  Moritz'^,  4  is  from  Mizera  and  Blake^ 
and  5  is  based  on  the  S8 1-1/SEEP  data 
after  the  13  July  1982  magnetic  storm. 
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4.  SRI-1  SATELLITE  OBSERVATIONS 


From  May  to  December  1982,  the  SEEP  payload  on  the  three  axis 
stabilized  S81-1  polar  satellite  made  high  sensitivity  measurements  of 
precipitating  energetic  electrons  and  ions  in  the  altitude  region  170  to  270  km. 
The  payload  included  an  array  of  passively  cooled  solid-state  detectors covering 
the  energy  range  from  2  to  1000  keV  in  256  channels.  The  sensors  had  a 
geometrical  factor  of  0.17  cm^ster  and  a  field-of-view  of  ±  20°. 

The  SEEP  data  during  the  13  -  14  July  magnetic  storm^"^  is  shown  in 
Figures  4  and  5.  The  prominent  equatorial  zone  is  observed  between 
geomagnetic  latimdes  of  ±  20°  and  is  stable  and  repeatable  in  form  during  each 
equatorial  pass.  The  twin  peaks  in  the  ion  flux  (i.e.  maxima  displaced  ±  10°  in 
latitude  about  the  geomagnetic  equator)  are  consistent  with  the  north  and  south 
side  lobes  of  the  temporary  ion  radiation  belt  (Figure  1). 


Fig.  4.  Low  altitude  S8 1-1/SEEP  sateUite  observations  of  precipitating  energetic  particles  in  the 
midlatitude  and  equatorial  zones  [14]. 
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5.  CRRES  ION  MASS  AND  NEUTRAL  ATOM  SPECTROMETER 

The  contiguous  mapping  of  the  particle  distribution  by  the  CRRES  satellite 
over  the  radial  distance  range  from  400  km  to  5.5  Re  near  the  equatorial  plane 
provides  a  comprehensive  data  base  that  can  be  used  for  studies  of  the  radiation 
belt  and  ring  current.  The  primary  objective  of  the  medium  energy  ion  mass 
spectrometer  (IMS-HI)  on  the  CRRES  satellite  was  to  obtain  the  necessary  data  to 
construct  models  of  the  energetic  ion  (10  to  2000  keV-AMU/q^)  and  neutral  atom 
(10  to  1500  keV)  environment  of  the  Earth’s  radiation  belts.  The  spectrometer^^ 
measured  the  energetic  ion  composition,  energy  spectrum,  charge,  and  pitch 
angle  distribution  with  good  mass,  temporal,  and  spatial  resolution.  Additionally 
simultaneous  mass  and  energy  analysis  at  relatively  large  geometrical  factors  (10'^ 
to  10'^  cm^ster)  was  obtained. 


Fig.  6.  The  IMS-HI  instrument  on  CRRES  uses  ion  momentum,  mass  defect,  and  energy  analysis 
from  a  7  kG  magnet  and  an  array  of  cooled  solid-state  detectors.  The  magnet  is  shown  in  the  lower 
portion  of  the  figure  and  the  ENA  and  ion  optics  in  the  upper  portion. 
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altitude  ion  belt  which  is  understood 
spectrogram  at  L~2.2. 


be  the  result  of  ENA  and  the  associated  ring  current  mass 


Near  perigee  (< 1000km),  when  CRRES  is  below  the  inner  belt,  the  IMS-HI 
instrument  is  able  to  directly  view  the  ring  current  neutrals  and  ion  composition 
of  the  low-altitude  ion  belt  Above  the  inner  belt  the  IMS-HI  instrument  is  able  to 
make  cross-sectional  cuts  of  the  ring  current  ion  composition.  About  one  day 
after  the  large  magnetic  storm  of  24  March  1991  the  ring  current  ions  were 
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observed  to  increase  and  move  to  lower  altitudes.  The  ring  current  flux  at  this 
time  extends  down  to  L~2.0  and  is  dominated  by  hydrogen  at  E~60  keV.  0+, 
0++,  and  He+  are  one  to  two  orders  of  magnitude  less  in  flux  at  these  energies. 

The  ENA  transported  to  low  altitude  is  again  charge  exchanged  by  the 
atmosphere  and  temporarily  becomes  the  low-altitude  ion  belt.  Because  the  ions 
cannot  support  drift  motion  in  much  of  the  belt  Ae  loss  rate  is  high.  Tne  steady- 
state  ion  population  to  first  order  is  a  mapping  of  the  source  composition 
multiplied  by  the  appropriate  atmospheric  loss  rates.  A  mass  spectrogram  of  the 
low  altitude  ion  belt  for  detector  two  is  shown  for  the  first  tune  in  figure  7  for 
25  March  1992.  Also  shown  for  comparison  is  the  mass  spectrogram  of  detector 
two  near  the  inside  edge  of  the  ring  current  at  L~  2.2.  At  this  tune  the  prominent 
ion,  inferred  from  the  ring  current  ENA  is  H'*’  at  60  keV.  The  average  low- 
altitude  hydrogen  count  rate  is  about  2000  times  lower  than  the  average  count 
rate  in  the  ring  current  for  the  IMS-HI  spectrometer. 

6  5;F.PS  ENERGETIC  PARTICLE  IMAGER 

SEPS  (Source-Loss/Cone  Energetic  Particle  Spectrometer)  is  to  be  flown  in 
the  mid-90's  on  the  POLAR  Satellite  in  the  NASA  ISTP  Program.  Because  SEPS 
is  mounted  on  the  POLAR  spacecraft  despun  platform  and  is  capable  of  imaging 
particles  over  a  24°  x  48°  field-of-view  in  the  nadir  and  zenith  directions  the 
particle  "source  cone"  and  "loss  cone"  can  be  monitored  continuously  and 
simultaneously.  In  addition,  over  the  polar  caps,  SEPS  wiU  be  able  to  image 
ENA. 


The  ion/neutral  telescope  on  SEPS  has  128  XY  pixel  elements  over  a  1  in 
by  200  micron  deep  solid  state  detector.  A  strong  broom  magnet  rejects 
electrons  from  the  entrance  collimator  of  the  SEPS  pinhole  camera.  A  SiLi 
detector  behind  the  XY  detector  is  used  for  anticoincidence.  The  instrument  is 
designed  to  cover  the  energy  range  from  30  keV  to  10  MeV. 

In  addition  to  the  SEPS  ion/neutral  telescope  the  "electron"  telescope  of 
SEPS  can  measure  ions  and  neutrals  above  300  keV  in  256  pixels  over  2  ini  For 
this  telescope  a  motor  driven  iris  can  change  the  aperture  size  upon  command 
thereby  optimizing  the  instrument's  geometrical  factor  and  associated  spatial 
resolution.  Unique  electron,  ion,  and  neutral  particle  images  are  expected  with 
100%  duty  cycle.  The  SEPS  instmment  mass  is  3.4  kg,  the  power  consumption 
3.5W,  and  the  telemetry  rate  is  1,2  kbps. 
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has  256  pixels  with  individual  readouts  (Figure  8).  The  proton  dead  zone  for  this 
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device  was  found  to  be  8  keV  and  has  an  energy  resolution  at  room  temperature 
of2keV  FWHM. 

Thousands  of  sensor  elements  require  microcircuit  technology  to  amplify 
and  process  the  data.  To  achieve  this  an  advanced  CMOS  mixed  mode  (combined 
analog  and  digital)  gate  array  microcircuit  was  developed  that  is  radiation  hard. 
A  gate  array  is  a  matrix  of  transistors  on  a  microcircuit  that  can  be 
interconnected  for  unique  circuit  functions.  Because  the  matrix  is  mass  produced 
and  well  characterized  (semi-custom)  the  risk,  cost,  and  turnaround  are 
significantly  reduced  compared  to  a  full  custom  microcircuit.  The  arrays  are 
highly  reliable  since  they  significantly  reduce  the  number  of  bonds  and  PC  board 
parts  and  permit  a  parallel  system  architecture. 

The  first  circuit  developed  on  the  rad-hard  array  (Figure  8)  is  a  16  channel 
amplifier  chip  that  features;  1)  0.5  microsecond  shaping,  2)  peak  detection,  3)  32 
individual  comparators  with  D  to  A  control,  and  4)  coincidence  and 
anticoincidence  logic.  To  date,  a  single  channel  version  of  this  chip  has  been 
tested.  The  input  preamplifier  is  designed  to  work  with  a  microchaimel  plate  or 
sensor  in  a  DC  coupled  mode  to  a  solid  state  detector. 

The  second  circuit  developed  is  a  pulse  height  analyzer  (PHA)  chip  that  can 
accumulate  counts  in  an  external  RAM  according  to  energy  and  position.  It  also 
includes  eight  17  bit  counters  and  a  16  level  flash  A  to  D  converter  for  log  or 
linear  analysis. 

The  third  chip  features  the  necessary  10  functions  to  interface  with  the 
spacecraft  and  the  onboard  microprocessor.  Some  of  the  features  of  the  10 
circuit  include  1)  8 -bit  D  to  A  converter  with  calibrate  pulse  output,  2)  eight 
multiplexed  inputs  to  a  8  bit  A  to  D  converter,  3)  interrupt  controller,  4)  16-bit 
counter  timer,  5)  address  decoding,  6)  parallel  port,  7)  serial  port,  and  8) 
internal  clock  processing. 


8.  CONCLUSIONS 

Global  geospace  cannot  be  effectively  observed  by  multiple  in  situ 
measurements.  The  dynamics  of  the  ring  current  are  only  partially  understood 
[16].  The  ability  to  remotely  sense  the  heliosphere  via  ENA  may  significantly 
improve  our  understanding  of  the  large  scale  dynamics  of  planetary 
magnetospheres  and  shocks.  Many  rocket  and  satellite  measurements  to  date  have 
indicated  the  credibility  of  ENA  and  the  resulting  low-altitude  ion  fluxes.  The 
recent  CRRES  data  has  now  made  it  possible  to  compare  the  ion  composition  of 
the  ring  current  with  the  energetic  neutrals  and  the  resulting  ion  composition  at 
low  altitudes. 
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Future  instramentation  must  be  carefully  designed  to  maintain  a  large 
geometrical  factor  with  a  high  background  rejection  capability.  Although  the 
SEPS  instrument  geometrical  factor  is  small,  its  ability  to  stare  at  the  ring  current 
when  over  the  polar  cap  for  several  hours  will  improve  the  signal-to-noise  ratio. 

The  implementation  of  several  new  technologies  makes  ENA  imaging  an 
attractive  diagnostic  tool  for  mapping  the  global  particle  environment, 
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Abstract 

An  investigation  has  been  made  of  localized  decreases  and  increases 
(dropouts)  in  energetic  particles  within  the  radiation  belt  (up  to  3  orders  of 
magnitude)  and  their  correlations  with  the  intensities  of  VLF  waves  and  changes 
in  the  geomagnetic  field.  The  study  was  performed  with  measurements  from  the 
CRRES  satellite  which  covered  a  wide  range  of  L  shells  at  near  equatorial 
positions.  At  the  times  of  some  of  the  flux  dropouts  the  VLF  waves  were 
enhanced  and  the  magnetic  fields  changed.  The  CRRES  measurements  of  flux 
variations  with  L  shell  indicate  that  if  the  flux  decreases  were  produced  by  a 
radial  shift  of  the  particle  population  large  spatial  movements  would  have  been 
required  in  some  cases.  The  investigation  emphasized  narrow  observation  time 
dropouts  near  midnight  with  widths  of  only  a  few  minutes  well  within  the  trapped 
population  and  at  L  shells  as  low  as  5.4.  Dropouts  were  often  associated  with 
substorms  identified  by  AKR  observation. 


83 


*  Now  at  Taylor  University,  Upland,  Indiana 
+  Now  at  University  of  Minnesota,  Minneapolis  Minnesota 


84 


January  25,  1995 


Narrow  Rux  Dropouts  in  rhe  Outer  Radiation  Belt,  Association  With  Waves. and 

Magnetic  Fields 


Introduction 


At  synchronous  or  near-synchronous  orbit  long  duration  decreases  in  the 
fluxes  of  energetic  electrons  and  protons  have  been  observed  followed  by  very 
rapid  increases  (c.g.  Walker  et  al.,  1976,  Sauvaud  and  Winckler,  1980,  Baker  and 
McPherron,  1990,  Baker  et  al.,  1993,  Nakamura  et  ah,  1994,  Nagai,  1982, 
Erickson  et  al.,  1979).  Many  of  these  decreases  have  been  interpreted  as 
resulting  from  motion  of  the  trapped  particle  outer  boundary  whereas  the 
subsequent  flux  recoveries  have  been  found  to  be  associated  with  the  expansion 
phase  onset  of  magnetospheric  substorms.  Most  of  these  observations  have  been 
made  from  a  satellite  that  remains  at  the  same  geosynchronous  radial  distance 
which  is  nominal  L  =  6.6.  In  addition,  narrow  flux  dropouts  have  been  observed 
both  at  synchronous  altitude  (Su  et  al.,  1976,  Sergeev  et  al,  1992)  and  on  lower  L 
shells  (Yeager  and  Frank,  1969;  Kaufmann  et  al.,  1972;  Korth  et  al.,  1994). 

Broad  dropouts  with  slow  decreases  followed  by  rapid  increases  are 
commonly  observed  from  synchronous-orbit  satellites  and  are  believed  to  be 
associated  with  geomagnetic  substorms.  On  the  other  hand,  narrow  dropouts  at 
lower  L  values  have  not  been  as  thoroughly  studied  and  their  source 
mechanism(s)  is  (are)  not  as  well  understood  as  the  wider  events.  No  events  have 
been  extensively  studied  with  a  wide  range  of  correlated  measurements.  For 
example,  waves  are  known  to  cause  particle  precipitation  from  the  radiation  belts 
through  wave-particle  interactions  and  yet  they  have  not  been  investigated  as  the 
cause  of  flux  dropouts.  Based  on  the  known  interaction  strengths  and 
characteristics  of  the  dropouts  it  is  not  likely  that  they  are  caused  by  such 
processes,  but  VLF  waves  may  stiU  play  an  important  role  in  the  formation  of 
dropouts. 

Our  knowledge  of  flux  dropouts  can  be  unproved  by  examining  the 
measurements  from  a  satellite  such  as  CRRES  (Combined  Release  and  Radiation 
Effects  Satellite)  which  has  a  highly  eccentric  nearly  equatorial  orbit.  Such  an 
orbit  provides  one  the  opportunity  to  investigate  the  radial  flux  profiles 
associated  with  dropouts  as  well  as  to  survey  their  occurrence  over  a  wide  range 
of  L  shells.  The  CRRES  satellite  provides  a  wide  variety  of  particle,  wave,  and 
magnetic  field  data  important  for  investigations  of  the  dropout  phenomenon.  In 
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this  p3.p6r,  for  ths  first  time  such  s  complete  set  of  d^tH  is  presented  in 
investigation  of  particle  dropouts  in  the  outer  radiation  belt- 


Instrumentation 

The  CRRES  satellite  was  launched  on  July  25,  1990  into  an  orbit  with  an 
apogee  of  35,786  km,  a  perigee  of  350  km,  and  an  inclination  of  18°.  Apogee  at 
launch  was  at  about  08:00  local  time,  and  the  spacecraft  precessed  toward  earlier 
local  times  at  a  rate  of  about  15  hours  per  year.  The  satellite  spin  axis  was  kept 
pointing  within  15  degrees  of  the  sun. 

The  particle  data  used  here  were  acquired  with  the  ONR  307  payload  on 
CRRES.  One  of  the  instniments  in  the  payload,  the  Spectrometer  for  Electrons 
and  Protons  (SEP),  had  a  fine  angular  resolution  (±  1.5°);  measured  energy 
spectra  over  range  40  keV  to  5  MeV  for  electrons;  and  had  silicon  solid~state 
detectors  oriented  at  80°,  60°,  and  40°  to  the  satellite  spin  axis  (Nightingale  et  ah, 
1992).  The  electron  data  presented  here  are  also  from  the  IMS-LO  spectrometer 
in  three  broad  energy  bands  centered  at  1.7,  3.9,  and  8.9  keV  at  75  to  the 
satellite  spin  axis  and  with  an  angular  resolution  of  ±  2.5°  (Collin  et  al.,  1992). 
Further  details  on  these  electron  spectrometers  are  available  in  the  referenced 

papers. 

The  IMS-HI  instrument  (Voss  et  al.,  1992)  measured  the  energy  spectra 
and  pitch  angle  distributions  of  ions  and  neutral  particles  from  a  few  tens  of  ke  V 
to  a  few  hundred  keV.  The  IMS-HI  instrument  was  based  on  ion  momentum 
separation  in  a  magnetic  field  followed  by  mass  defect  (variation  with  particle 
mass  in  the  ratio  of  signal  strength  to  energy  deposition  in  Ae  sensor)  separation 
and  energy  analysis.  An  array  of  seven  cooled  (-50°  C)  solid-state  sensors  was 
used.  After  exiting  the  collimators,  ions  entered  a  7000-G  magnetic  field  where 
they  were  deflected  (mv/qB)  onto  the  sensors.  The  instrument  featured 
simultaneous  mass  and  energy  analysis  at  relatively  large  geometric  factors 
(between  10'^  and  10'^  cm^  sr).  The  look  direction  from  the  spin  axis  was  75° 
with  a  pitch  angle  resolution  oft  2°.  The  energy  ranges  for  the  ions  used  here 
were:  15  to  2000  keV  for  and  14  to  500  keV  for  Hef 

The  AC  electric  and  magnetic  field  data  used  in  this  study  were  provided 
by  the  University  of  lowa/Air  Force  Geophysics  Laboratory  (AFGL)  Plasma 
Wave  Experiment  and  the  University  of  California  at  Berkeley/AFGL  Electric 
Field/Langmuir  Probe  Experiment.  The  lowa/AFGL  instrument  included  a 
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sweep  frequency  receiver  and  multichannel  spectrum  analyzer  which  together 
nrovided  AC  electric  field  measurements  from  5  Hz  to  400  kHz  and  magnetic 

5  Hz  to  10  kHz  (Anderson  et  al.,  1992).  The  Berkeley/ 

AFGL  experiment  (Wygant  et  al.,  1992)  measured  electnc  ma^etic 
waveforms  over  frequencies  ranging  from  quasistadc  to  40  kHz.  The  mstrument 
also  provided  continuous  monitoring  at  several  samples  per  second  of  the  wave 
amplLdes  measured  through  3  broadband  filters  with  maximum  response  at 
frequencies  of  32  Hz,  256  Hz,  and  2048  Hz. 

The  CRRES  Fluxgate  Magnetometer  made  3 -axis  measurements  of  the 
magnetic  field  at  16  samples/sec  (Singer  et  al„  1992).  TTie  least  significant  bit 
resolution  from  each  sensor  independently  was  approx^tely  0.4  nT  m  a  field 
less  than  about  900  nT  and  was  about  22  nT  when  the  field  was  greater 
approximately  900  nT.  Therefore,  during  approximately  8  hours  out  of  the  10 
hour  CRRES  orbit,  when  CRRES  was  beyond  about  3.5  Re,  Ae  mstrument 
provided  high  resolution  measurements.  To  limit  magnetic  mterferen^  from  the 
spacecraft,  the  instrument  was  mounted  on  a  6.1  m  A^tromast  boom  The 
magnetometer  analog  electronics  were  connected  to  the  Electnc  Fiel^angmuir 
Probe  experiment  for  power,  signal  processing,  and  telemetry  formattmg. 


Observations 

The  SEP  data  set  (from  August  1990  to  early  October  1991)  was  surveyed 
for  pronounced  dropouts  in  the  energetic  electron  fluxes  within  the  outer 

radiation  belt  At  the  times  of  such  events  proton,  He+>  and  lower  energy 

electron  data  from  other  detectors  in  the  CRRES  payload  were  exammed  In  this 
paper  samples  of  these  events  are  provided.  First,  an  example  is  presented  of  a 
broad  duration  dropout  similar  to  those  reported  from  synchronous  orbit 
observations.  Later  we  primarily  consider  dropouts  with  short  observation 
times.  The  correlated  wave  and  magnetic  field  data  are  also  presented. 

In  the  top  section  of  Figure  1,  for  orbit  259  on  9  Noveinl^r  1990,  the 
fluxes  of  electrons  at  various  energies  (1.7  keV,  3.9  keV,  and  8.9  keV)  and  at  30 
(or  equivalently  150°)  pitch  angle  are  plotted  versus  tune  and  the  associated 
satellite  ephemeris  parameters,  listed  at  the  bottom  of  the  figure.  Electtons  m  the 
outer  radiation  belt  with  such  equatorial  pitch  angles  have  a  mirror  point  altitude 
of  approximately  20,000  km  and  therefore  do  not  mirror  near  the  atinosphenc 
loss  cone  nor  near  the  equator.  In  the  next  lower  section  are  plotted  the  fluxes  of 
electrons  at  53  100,  171,  and  265  keV  and  at  30°  (150°)  pitch  angle.  Below  the 
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electron  data  are  plotted  the  electric  field  wave  intensities  at  three  different 
freouencies  from  the  Berkeley  instrument.  At  the  time  of  the  electron  flux 
decreases  the  wave  intensities  are  observed  to  become  strongest  when  the  flux 
recovery  occurred.  In  the  next  lower  section  of  the  figure  the  fluxes  of  protons 
at  18  56,  140,  and  360  keV  over  the  full  range  of  pitch  angles  are  plotted  for  the 
same’ time  interval.  In  the  bottom  section  of  Figure  1  are  plotted  the  fluxes  of 
He^  at  35,  90,  and  300  keV.  The  various  energy  electrons,  protons  and  He^ 
particles  aU  have  a  relatively  gradual  decrease  followed  by  a  more  abmpt 
increase.  Such  a  shape  is  similar  to  that  of  the  dropouts  previously  reported  at 
synchronous  altitude.  In  this  case,  the  53  keV  electron  flux  drops  by  about  3 
orders  of  magnitude  over  the  L  shell  range  6.0  to  6.8. 


Selected  energetic  electron,  proton  and  He^  particle  fluxes  for  orbit  259  are 
plotted  in  the  top  section  of  Figure  2.  The  bottom  section  contains  a  spectrogr^ 
(frequency  versus  time  with  a  color  coding  for  intensity)  from  the  Iowa  electric 
field  wave  data  during  the  satellite  pass.  If  wave-particle  interactions  involving 
the  electromagnetic  electron  cyclotron  resonance  are  unportant  and  assuming  the 
interaction  between  electrons  and  waves  is  via  parallel-propagating  whistler  mode 
waves  then  we  would  expect  an  inverse  relation  between  the  wave  frequency  and 
the  electron  energy.  The  emission  that  fell  from  about  1  kHz  to  20  Hz  between 
0655  UT  and  0705  UT  may  weU  be  associated  with  the  low  energy  electron  flux 
decreasing  before  that  of  the  higher  energy  electrons.  The  hiss-like  band  that 
rises  from  about  500  Hz  at  approximately  0705  UT  to  about  4  kHz  at  around 
0750  UT  has  a  weaker  extension  that  began  falling  from  about  5  kHz  at  0645  UT 
down  to  the  500  Hz  range  at  0705  UT.  An  enhanced  AKR  wave  band  with  a 
central  frequency  of  -300  kHz  appears  at  -0730  UT  and  is  a  remote  indication  of 
a  substorm.  However,  the  AKR  is  not  a  local  occurrence  and  is  thus  not  directly 
related  to  in  situ  measurements  of  particles.  The  hiss-like  waves  discussed  above 
are  enhanced  in  the  few  hundred  Hz  to  few  kHz  range  from  0730  UT  to  0750  UT 
around  the  time  of  the  return  of  the  flux.  However,  the  most  intense  emission  is 
in  the  5  Hz  to  200  Hz  range  from  about  0736  UT  to  0740  UT. 

In  contrast  with  the  flux  patterns  shown  in  Figures  1  and  2  a  very  sharp 
decrease  soon  foUowed  by  an  abrapt  increase  is  shown  in  Figure  3  for  orbit  186 
on  10  October  1990.  The  format  of  Figure  3  is  the  same  as  that  of  Figure  1. 
Similar  narrow  decreases  appear  in  several  of  the  electron  channels,  the  two 
lowest  energy  proton  channels  and  the  two  lowest  energy  He^  channels.  At  the 
beginning  of  the  flux  decrease  the  electric  field  intensities  increased,  but  other 
than  that  there  was  no  obvious  correspondence  with  the  flux  profiles. 


88 


January  25,  1995 

A  color  spectrogram  of  the  Iowa  wave  data  from  orbit  186  is  shown  in  the 
bottom  section  of  Figure  4.  In  the  top  section  are  plotted  selected  particle  fluxes. 
At  the  time  of  the  narrow  flux  dropout  the  wave  data  at  frequencies  up  to  a  few 
kHz  were  enhanced  but  the  association  with  the  flux  variations  is  not  so  evident  in 

this  case. 

Each  of  the  narrow  and  broad  dropouts  selected  from  the  survey  of  the 
CRRES  data  is  listed  in  Table  1.  All  of  the  nairow  dropouts  in  the  list  had 
durations  of  less  than  30  minutes.  The  broad  dropouts,  with  dmations  of  greater 
than  or  equal  to  30  minutes,  had  slow  flux  decreases  followed  by  rapid 
recoveries.  The  table  lists  several  quantities  associated  wift  the  stan  of  recovery 
from  the  dropout:  UT  in  horns,  UT  in  seconds,  MLT,  L,  Kp.  Dst,  and  B/Bp 
where  Bp  is  the  magnetic  field  strength  at  the  equator.  The  table  mdicates 
whether  the  dropout  also  occurred  in  the  ions  and  if  so  whether  it  was 
comparable  in  sLpe  to  that  of  the  electrons.  Also  listed  is  the  L  value  at  *e 
nearest  location  with  the  same  measured  flux  as  at  the  dropout,  *e  highest 
value  reached  on  the  satellite  pass,  Md  the  minimum  L  f 

these  quantities  and  the  L  value  at  the  start  of  recovery.  The  hst  indicates  *e 
number  of  narrow  dropouts  within  one  hour  of  recovery  from  the  dropout  of 
concern.  The  presence  of  VLF  wave  enhancements  is  proviM  as  wefl  as 
whether,  if  they  occur  they  are  narrow,  broad  or  delayed.  The  presence  of  AK 
radiowaves  at  -  10=  Hz  is  also  indicated  and  suggests  substomi  achvity.  For  most 
of  the  narrow  and  broad  dropouts  VLF  waves  were  generally  enhanced  in  the 

time  vicinity  of  the  event. 

Time  profiles  of  the  256  Hz  wave  intensities  are  compared  wiA  those  for 
the  56  keV  proton  fluxes  for  two  narrow  dropouts,  Figure  5  md  wide  dropouts. 
Figure  6  In  these  examples  the  energetic  electron  and  56  keV  proton  fluxes  had 
similar  shaped  dropouts.  In  the  two  broad  dropout  particle  examples  shown  the 
wave  intensities  are  greater  at  the  times  of  the  electron  flux 
therefore  wave-particle  interactions  may  have  played  a  significant  role  dunng 
this  phase.  In  previous  investigations  of  wave-particle  interactions  with  t^ 
CRRES  data  (Imhof  et  al.,  1992,  1994)  for  energetic  electrons  ^d  -100  Hz 
waves  it  was  found  that  the  primary  change  in  the  electron  pitch  angle 
distributions  was  in  and  about  the  loss  cone.  From  a  survey  of  pitch  angle 
distributions  for  the  dropouts  considered  m  this  paper  it  was  found  that  the  fluxes 
at  Ditch  angles  away  from  the  loss  cone  did  not  appear  to  undergo  significant 
changes  Correlations  occur  between  wave  intensities  and  the  narrow  dropouts  in 
the  examples  shown  but  are  not  as  pronounced  as  in  the  wide  dropouts  shown. 
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During  one  orbit,  666,  the  wave  intensity  spectrogram  and  the  fluxes  of 
electrons  at  four  energies  are  plotted  in  Figure  7  as  a  function  of  time  during  a 
portion  of  the  orbit.  Clearly,  the  VLF  wave  intensities  display  a  narrow  and 
pronounced  increase  at  the  time  of  the  electron  flux  dropout  (L  -  6.75).  Other 
adjacent  VLF  intensifications  show  no  association  with  dropouts. 

In  Figure  8  wave  spectrograms  are  shown  for  four  different  satellite  passes 
in  which  the  wave  intensities  displayed  pronounced  enhancemrats.  In  aU  of  these 
selected  examples  the  wave  intensity  maxima  occurred  at  the  times  of  electron 
flux  dropouts  indicated  by  arrows.  Also  in  the  general  time  vicinity  of  ^the  VLF 
wave  enhancements  there  was  an  increase  in  the  AKR  intensities  at  ~  10  Hz. 

The  magnetometer  measurements  are  now  considered.  The  data  used  in 
this  analysis  were  the  observed  magnetic  field  strengths  minus  a  model  field 
which  is  the  sum  of  the  Olson-Pfitzer  1977  external  model  and  the  extrapolated 
IGRF  1985  internal  model.  With  this  procedure  the  magnetic  field  data  were 
used  in  a  manner  which  emphasizes  time  changes  in  the  magnetic  field  strength 
during  a  sateUite  pass.  In  Figures  5  and  6  are  shown  the  perturbations  m  the 
absolute  field  strengths  and  the  z  components  of  Ae  field  strength,  where  z  is 
perpendicular  to  the  ecliptic  plane.  Tlie  data  indicate  that,  as  reported  by  other 
investigators  (e.g.  Korth  et  al.,  1994),  flux  dropouts  are  often  associated  with 
changes  in  the  geomagnetic  field. 

The  magnetic  local  times  and  L  shell  values  of  the  various  wide  and  narrow 
events  observed  are  shown  in  Figure  9.  The  MLT  values  for  many  of  the  events 
were  near  local  midnight,  consistent  with  their  association  with  magnetic 
substorms.  It  is  also  to  be  noted  that  whereas  the  CRRES  satellite  covered  most  L 
shells  in  the  outer  radiation  belt  the  L  values  of  many  of  the  events  were  all  close 
to  the  location  of  synchronous  orbit  satellites  from  which  most  such  dropouts 
have  been  observed.  In  many  of  the  wide  examples  shown  the  wave  intensities 
were  greater  near  the  time  of  the  flux  recoveiy.  Since  many  of  the  broad 
dropout  flux  patterns  have  been  shown  to  be  associated  with  substorms,  one  might 
speculate  that  the  increases  of  wave  activities  in  the  frequency  band  32  Hz  to  2048 
Hz  were  also  associated  with  the  expansion  phase  onset  of  a  substorm. 


The  spatial  versus  temporal  nature  of  the  dropouts  reported  here  may  be 
addressed  by  examining  data  acquired  over  the  same  L  shell  locations,  but  at 
different  times.  The  orbital  parameters  of  the  CRRES  sateUite  were  such  that  the 
L  sheU  locations  of  the  observed  dropouts  were  sampled  within  two  to  three 
hours  previously  or  subsequently.  To  search  for  repeated  dropouts  the  fluxes  of 
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53  keV  electrons  were  plotted  as  a  function  of  L  and  comparisons  made  between 
each  portion  of  an  orbit.  In  none  of  the  cases  did  a  dropout  with  a  similar  shape 
appear  at  times  before  and  after  apogee  of  the  orbit.  However,  the  examples 
without  a  repeated  dropout  do  not  necessarily  preclude  a  spatial  character  with  a 
duration  of  less  than  about  two  hours  or  with  a  limited  longitude  extent.  Such  a 
time  interval  is  longer  than  the  substorm  process  time  and  particle  drift  times. 

The  measured  particle  profiles  were  used  to  derive  the  shifts  in  L  shell 
required  to  account  for  the  dropouts.  Figure  10  shows  the  differences  in  L  shell 
(AL)  for  the  same  electron  flux  level  at  the  dropout  as  in  the  nearest  prolonged 
same  flux  level  plotted  as  a  function  of  L  at  the  start  of  recovery  of  the  dropout. 
In  some  cases  the  flux  dropout  counting  rate  was  essentially  at  the  instmment 
background  level  and  the  flux  may  have  been  nearly  zero.  In  many  cases  the 
CRRES  satellite  did  not  reach  positions  beyond  the  trapping  boundary  or  at 
appropriate  flux  levels:  in  such  cases  the  AL  point  is  indicated  with  an  arrow. 
Since  the  flux  gradient  at  the  trapping  boundary  is  usually  quite  steep  the  plot 
would  be  nearly  the  same  if  the  L  value  at  the  boundary  were  used.  The  plot 
shows  that  for  at  least  one-third  of  the  dropouts  the  value  of  AL  was  greater  than 
0.5;  in  such  cases  a  large  radial  shift  would  be  required. 

The  left  section  of  Figure  11  shows  the  ion  fluxes  measured  during  a  100 
second  interval  around  the  narrow  dropout  observed  during  orbit  186.  It  was 
possible  to  obtain  ion  fluxes  once  every  second,  but  without  identification  of  the 
various  ion  components.  Based  on  analyses  of  this  interval  with  broader  time 
resolution  it  was  concluded  that  the  detector  response  was  primarily  due  to 
protons.  The  proton  flux  is  observed  to  decrease  by  two  orders  of  magnitude  m 
less  than  one  second  at  the  onset  of  the  dropout.  The  flux  then  increased  again 
after  ~  10  seconds  to  the  pie  dropout  level  in  less  than  one  second.  Subsequently 
(within  ~  3  seconds)  the  flux  again  decreased  to  the  background  level,  followed 
by  another  rapid  rise  and  fall  in  ~  10  seconds. 

Because  of  the  rapid  flux  variations  observed  in  the  ion  fluxes  during  orbit 
186  it  is  important  to  consider  the  corresponding  ma^etometer  measurements  on 
a  fast  time  scale.  Such  a  comparison  is  made  in  the  right  section  of  Figure  1 1. 

At  the  time  of  the  flux  dropout  around  0734  UT,  the  magnetic  field  begins  to 
become  more  stretched  by  about  25°  and  then  becomes  more  dipolar  as  the 
dropout  recovers.  It  is  also  important  to  note  that  the  total  field  magnitude 
increases  during  the  dropout  which  may  result  from  the  lack  of  a  diamagnetic 
effect  exiting  the  plasma  sheet. 
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Discussion 

Long  duration  events  followed  by  an  abrupt  recovery  display  flux  versus 
time  profiles  which  are  similar  to  those  previously  observed  at  synchronous 
altitude.  This  class  of  flux  variations  has  been  interpreted  as  being  associated 
with  the  occurrence  of  substorms  (e.g.  Baker  et  al.,  1993).  The  standard  AE 
indices  at  the  times  of  the  CRRES  observations  are  not  available,  but  during  many 
of  the  dropouts  with  this  characteristic  radiowave  enhancements  at  AKR 
frequencies  of  ~  10^  Hz  were  observed  at  the  times  of  the  dropouts  and  it  has  been 
shown  (Voots  et  al.,  1977)  that  such  waves  can  be  used  with  good  reliability  to 
identify  magnetic  substorms  provided  the  radio  measurements  are  taken  at 
appropriate  positions.  Optimum  locations  are  on  the  nightside  of  the  earth  and  at 
altitudes  sufficiently  far  from  the  earth  to  avoid  local  propagation  cutoff  effects. 
The  CRRES  measurements  presented  here  were  generally  taken  at  local  nighttime 
and  at  distances  from  the  earth  of  about  5  earth  radii.  We  have  concluded  that  to 
a  fair  approximation  the  AKR  observations  from  CRRES  should  provide  a  good 
indication  of  the  occurrence  of  a  substorm.  For  each  of  the  events  observed  in 
this  investigation  the  presence  or  absence  of  AKR  is  indicated  in  Table  1 .  For  the 
8  broad  duration  dropouts  selected  on  the  basis  of  the  energetic  particle  data  the 
AKR  response  indicated  the  occurrence  of  a  substorm  in  7  of  these  events,  or 

equivalently  87.5%. 

Based  on  Explorer  12  observations  Yeager  and  Frank  (1969)  concluded 
that  narrow  flux  dropouts  in  the  outer  radiation  belt  are  produced  by  the  motion 
of  a  flux  gradient  past  a  satellite,  hi  another  paper  using  Explorer  12  data 
Kaufrnann  et  al.  (1972)  presented  evidence  that  plasma  begins  flowing  rapidly 
away  from  the  base  of  the  tail  during,  or  slightly  before,  the  sudden  expansion 
phases  of  substorms.  In  the  present  investigation  the  observations  of  AKR 
radio  waves  indicate  that  a  magnetic  substorm  occurred  in  8  of  the  18  narrow 
dropout  events  considered,  but  AKR  data  were  not  available  for  one  of  these 
events.  The  data,  therefore,  suggest  that  at  least  approximately  44%  of  the 
narrow  dropouts  within  the  radiation  belt  were  associated  with  a  magnetic 
substorm. 

Various  experimenters  have  considered  a  major  cause  of  energetic  particle 
flux  dropouts  in  the  outer  radiation  belt  to  be  attributed  to  distortions  of  the 
magnetic  field  during  substorms  (e.g.  Baker  and  McPherron,  1990).  Magnetic 
field  line  changes  were  observed  with  the  magnetometer  on  CRRES  during  many 
of  the  dropouts  considered  here.  For  example,  the  correlation  between  magnetic 
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field  line  directions  and  particle  flux  dropouts  is  very  pronounced  for  the  event 
observed  on  orbit  186  and  displayed  in  Figure  11. 

For  the  wide  dropouts  the  measured  z  component  of  the  magnetic  field 
strengths  increased  consistently  at  the  times  of  the  flux  recoveries.  The  increases 
in  Bz  are  probably  associated  with  the  dipolarization  of  the  field  at  substorm 
expansion  onset  and  the  field  becomes  more  disturbed.  The  timing  differences 
between  the  particle  and  field  signamres  are  likely  related  to  the  location  of 
CRRES  relative  to  the  onset  location  and  the  time  it  takes  for  the  B  field 
disturbance  to  propagate  at  Alfven  speeds  versus  the  time  it  takes  for  particles  of 
different  energies  to  reach  the  satellite.  The  significant  changes  in  the  magnetic 
field  at  the  times  of  many  of  the  recoveries  are  consistent  with  the  findings  of 
Baker  and  McPherron  (1990). 

Kaufmann  et  al.  (1972)  observed  electron  and  proton  flux  dropouts  in  the 
outer  radiation  belt  with  very  rapid  flux  changes  at  the  boundaries.  The  ekctron 
fluxes  frequently  changed  abruptly  within  the  one  third  second  resolving  time, 
whereas  protons  required  about  1  to  10  seconds  to  change  from  one  stable  flux 
level  to  another.  Kaufmann  et  al.  concluded  that  the  observed  gradients  were 
much  too  steep  to  be  maintained  as  protons  and  electrons  drift  around  the  earth. 
They  found,  consistent  with  the  conclusions  of  Yeager  and  Frank  (  1969),  that  the 
observed  flux  changes  must  be  produced  by  the  motion  of  a  relatively  steady 
monotonic  flux  gradient  past  the  satellite.  In  the  present  investigation  dropouts 
appeared  with  <  1  second  rise  and  fall  times;  three  subsequent  double  order  of 
magnitude  flux  changes  occurred  within  a  few  seconds  of  each  other.  This 
phenomenon  could  result  from  either  the  fast  motion  of  a  stmctured  flux  gradient 
past  the  satellite  or  the  complex  motion  of  a  monotonic  gradient. 

Several  instances  have  been  presented  here  (Fi^re  8)  in  which  the  VLF 
wave  intensities  displayed  maxima  near  the  times  of  the  electron  flux  dropouts. 
This  general  relationship  is  consistent  with  the  electron  precipitation  being  caused 
by  wave-particle  interactions.  However  there  are  many  times  when  VLF  waves 
are  enhanced  without  flux  dropouts  and  vice  versa.  Many  of  the  flux  dropouts 
were  associated  with  substorms  and  it  has  been  shown  with  particle,  wave  field, 
gjid  X-ray  data  that  during  a  substorm  most  of  the  electron  precipitation  can  be 
caused  by  wave-particle  interactions  (Kremser  et  al.,  1986).  However,  at  the  L 
shells  of  concern  a  flux  mbe  could  not  be  emptied  in  less  than  several  minutes 
even  if  complete  isotropy  existed.  Futhermore,  based  on  the  known  strengths  of 
wave-particle  interactions  and  the  frequent  occurrence  of  similar  dropouts  in 
both  electrons  and  protons  over  a  wide  range  of  energies  it  is  not  expected  that 
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many  of  the  dropouts  are  caused  by  wave-particle  interactions.  At  An  effective 
mechanism  for  producing  the  wave  enhancements  would  seem  to  involve  changes 
in  the  global-scale  magnetic  field  configurations  and  the  occurrence  of  wave- 
particle  interactions.  Waves  may  be  generated  in  association  with  pitch-angle 
scattering  of  electrons  near  the  edge  of  the  loss  cone.  One  can  only  speculate  on 
this  interpretation  since  pitch-angle  measurements  near  the  loss  cone  were 
generally  not  made  at  the  appropriate  times  during  the  dropout  events  considered 

here. 


Summary 

Localized  decreases  of  up  to  3  orders  of  rnagnimde  in  the  fluxes  of 
electrons,  protons  and  He'’  particles  have  been  observed  within  the  outer  radiation 
belt.  The  coordinated  measurements  of  waves  and  magnetic  field  strengths  add  to 
our  understanding  of  the  flux  behavior  in  the  radiation  belt.  The  data  provide  a 
basis  for  evaluating  the  importance  of  substorm  activity,  VLF  wave  intensities 
and  magnetic  field  configuration  changes.  The  measurements  provide  values  for 
the  radial  shifts  required  to  account  for  the  flux  dropouts.  For  the  narrow 
dropouts  the  following  conclusions  can  be  drawn: 

®  At  the  times  of  many  flux  dropouts  the  VLF  wave  intensities  were 
enhanced  and  the  geomagnetic  fields  changed. 

®  Wave  -  particle  interactions  were  probably  not  responsible  for  many  of  the 
flux  dropouts,  but  the  VLF  wave  enhancements  may  have  been  associated 
with  the  particle  configurations. 

®  If  produced  solely  by  radial  shifts  of  the  particle  population  along  paths 
similar  to  that  of  CRRES  then  large  spatial  movements  (A  L>  OS)  were 
often  required. 

®  Consistent  with  the  known  occurrence  of  substorms  at  the  times  of 
dropouts  observed  from  synchronous  orbit  satellites,  AKR  radiowave 
observations  from  CRRES  suggest  that  substorms  were  present  in  more 
than  about  half  of  the  narrow  dropouts. 

®  Similar  ion  dropouts  were  present  in  approximately  two-thirds  of  the 
narrow  electron  dropouts  and  absent  in  about  one-third  of  the  cases, 
indicating  a  variability  in  the  responsible  mechanisms. 
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Some  dropouts  were  observed  to  have  <  1  second  rise  and  fall  times 
indicating  that  they  had  not  been  present  in  the  trapped  population  for  long 

time  periods. 


The  above  considerations  show  that  a  variety  of  mechanisms  may  be 
responsible  for  flux  dropouts  and  their  relative  importance  may  vary  with 
location  in  the  radiation  belt  as  well  as  general  activity  conditions. 
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Figure  Captions 

1.  Fluxes  of  various  energy  electrons,  protons,  and  alpha  particles  as  well  as 
electric  field  intensities. 

2.  In  the  top  section  are  plotted  the  fluxes  of  electrons,  protons,  and  alpha 
particles.  In  the  bottom  section  is  a  color  spectrogram  of  the  Iowa  wave  data. 

3.  Fluxes  of  various  energy  electrons,  protons,  and  alpha  particles  as  well  as 
electric  field  intensities. 

4.  In  the  top  section  are  plotted  the  fluxes  of  electrons,  protons,  and  alpha 
particles.  In  the  bottom  section  is  a  color  spectrogram  of  the  Iowa  wave  data. 

5.  Time  profiles  of  the  absolute  magnetic  field  strengths  and  the  z  comptments  of 
the  field  strength,  the  256  Hz  wave  intensities,  and  the  56  keV  proton  fluxes. 

6.  Time  profiles  of  the  absolute  magnetic  field  strengths  and  the  z  components  of 
the  field  strength,  the  256  Hz  wave  intensities,  and  the  56  keV  proton  fluxes. 

7.  VLF  wave  intensities  and  electron  flux  versus  time  for  orbit  666. 

8.  VLF  wave  intensities  for  different  satellite  passes. 

9.  The  L  shell  versus  magnetic  local  time  for  narrow  dropouts. 

10.  Differences  in  L  shell  for  the  same  electron  flux  at  the  start  of  recovery  of 
the  dropouts  as  at  the  nearest  position  with  the  same  flux  level. 

1 1 .  Fluxes  of  various  energy  electrons  and  protons  plotted  as  a  function  of  time 
and  associated  ephemeris  parameters.  (Left  section).  Fluxes  of  53  keV 
electrons  and  -magnetic  field  strengths  plotted  as  a  function  of  time.  (Right 
section). 
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Table  1.  Characteristics  of  Narrow  and  Board  Dropouts  (Do) 
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1.  1991  Fall  Meedni 


CRRES  IMS -HI  Energetic  Ion  Composit^n 
Measurements  During  the  August  1990 
and  March  1991  Storms 

wn  Voss  J.  Mobiha  and  R.A.  Baiaze  (Lockheed  Palo 
Alto  Research  Laboratory,  3251  Hanover  Sl,  Palo 
Aho,  CA  94304) 


The  energetic  ion  composition  (1°  “ 

AMU/q2  )  during  the  26  August  1990  ^  24  Ma^ 
1991  storms  provides  anique  insight  into  tn 
dynamics  of  the 

time  profiles.  The  m««TOTB!t  the 

spectrometer  on  the  CRRES  satelhte  measurK  the 

energetic  ion  composition,  energy  spectrum  charge, 

and  pitch  angle  distribution  with  good  m^s 

temporal,  and  special  resolunon.  One  of  to 

instrument  detectors  measures  neu^s  •“ 

rejection  of  <  100  MeWAMU/f . 

has  a  relatively  large  geometnc 

duty  cycle  to  instrument  is  weU  smted  for  mappmg 

the  fluxes  of  radiation  belt  H+,  He+,  0  ,  O 

neutrals  during  quiet  time  periods  “d  f®  ^  ^ 

of  wave-particle  interaction  and  to 
fluxes.  For  the  August  storm  OLF  waves  in  H 
are  observed  as  precursors  to  to  . 

commencement  and  occur  both  s  oims  di^g 
several  of  to  injection  events.  A  product  of  i**® 

HI  investigation  is  to  obtain  an  energenc  pamde 
database  of  the  penetrating  radiation  fluxes  for 
specifying  and  modeling  the  radiation  be 
environment. 
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1.  1991  Fail  AGU  mee: 


Observations  from  the  IMS-HI  (ONR  307-8-3) 
Energetic  Neutral  and  Ion  Composition 
Instrument  on  the  CRRES  Satellite 

T  Mobilia  H  .D.  Voss  and  R.A.  Baraze  (Lockheed 
Palo  Alto  Research  Laboratory,  3251  Hanover  St., 
Palo  Alto,  CA  94304) 


Observations  made  with  the  IMS-HI  (ONR  307-8-3) 
energetic  neutral  and  ion  composition  insOTment 
on  the  CRRES  satellite  will  be  presented.  CR^S 
was  launched  into  a  geosynctoonous  tr^sfer  (350 
X  33500  km)  orbit  on  25  July 
inclination  of  18.1  degrees  and  period  of  -10  horn. 
The  IMS-HI  spectrometer 
measures  mass,  charge,  and  energy  for  10  to  2000 
keV-AMU/q2  ions  with  high  time  resolutton  and 
100%  duty  cycle.  The  instrument  consists  of  seven 
detectors  with  the  seventh  measuring  neutrals  m 
the  10  to  1500  keV  range.  Th®  majw 
magnetospheric  ions,  H+,  He+,  O-*-,  and  O 
measured  with  high  sensitivity  which  ^ows  good 
radiation  belt  mapping.  Intensity  modulations  m 
the  particle  distribution  have  been  observed  on 
numerous  occasions  and  will  be  discusse  . 
energetic  neutral  atoms  and  ion  compositton 
profiles  are  used  as  a  basis  for  developing  models 
of  the  radiation  belt  populations. 
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CHILES  Energetic  Particles  and  Ion  Composition  Measurements 
Duzing  the  March  1991  Storzn 

R  M  Robinson.  H L  Collin.  H  D  Voss, R R  Vondrak, R  WNightin- 
gale  and  W  L  Imhof,  (Lockheed  Palo  Alto  Research  Labora¬ 
tory,  3251  Hanover  St.,  Palo  Alto,  CA  94304) 

The  ONR  307  experiment  package  on  the  Combined  Relewe  and 
Effects  Satellite  (CRRES)  consists  of  three  different 
types  of  instruments  that  measure  particle  fluxes  and  ion  com¬ 
position  with  good  temporal  and  angular  resolution.  The  Spec¬ 
trometer  for  Electrons  and  Protons  (SEP)  measure  dectn^ 
with  energies  from  40  keV  to  5  MeV  and  protons  with  energies 
between  900  keV  and  40  MeV.  The  low  energy  ion  mass  spec¬ 
trometer  (IMS-LO)  measures  elections  and  major  ions  between 
110  eV  and  35  keV.  The  medium  energy  ion  mass  spectrometer 
(IMS-HI)  measures  the  composition  of  ions  at  ring  current  ener¬ 
gies.  The  development  of  the  March  1991  storm  over  the  energy 
ranges  and  particle  types  sampled  by  the  ONR  307  instrument 
will  be  described.  The  SEP  instrument  monitored  the  dramatic 
increases  in  energetic  electrons  and  protons  associated  with  the 
storm  including  the  onset  of  the  solar  proton  event  at  1100  UT 
on  23  March  and  the  second  proton  belt  beginning  at  0400  UT 
on  24  Maf-rK.  The  IMS-LO  data  show  persistent  disperave  ag- 
natures  in  the  ion  fluxes  that  are  suggestive  of  multiple  injection 
events.  Dynamic  variations  in  the  low  energy  plasma  fluxes  were 
observed  nea^  apogee  in  association  with  the  storm.  The  IMS- 
HI  measurements  provide  information  about  the  behavior  of  the 
ring  current.  The  data  from  these  tbree  experimeats  are  inter- 
compared  to  study  the  relative  responses  of  electrons  and  ions 
over  a  broad  energy  range  throughout  the  storm  period. 


1.  1991  Fall  Meeting 


Spring  Agu  1992 

Intense  >10  MeV  Particle  Injection  Near  L=2«5  During  the  24  March 
1991  Magnetic  Shock 

H  D  Voss  W  L  Imhof  M  Wait  J  Mofailia  R  M  Robinson  and 
R  W  Nightingale 

(Lockheed  Palo  Alto  Research  Laboratory, 

3251  Hanover  St,  Palo  Alto,  CA  94304) 

On  24  March  1991  a  strong  magnetospheric  shock  reached  the  Earth  at  3:42  UT. 
Between  3:42  and  3:54  the  ONR  307  instruments  on  the  CRRES  satellite  measured 
impulsive  bursts  of  >10  MeV  electrons,  protons,  and  alphas  in  the  slot  region 
(2.1  <  L  <  2.5)  near  the  equator  at  3  MLT.  The  electron  bursts  are  consistent 
with  drift  echos  of  about  15  MeV  while  the  protons  are  consistent  wiUi  drift 
echos  of  >20  MeV.  Particle  measurements  were  obtained  \rith  the  High-Energy  Ion 
Mass  Spectrometer  (IMS-HI)  and  the  Spectrometer  for  Electrons  and  Protons  (SEP) 
which  are  part  of  the  ONR  307  experiment  on  CRRES.  IMS-Ill  us^  a  7  KG  magnet 
and  7  solid-state  detectors  to  analyze  ion  mass  and  enei^.  No  medium  energy 
18  keV  <  E  <  1.5  MeV  ion  bursts  were  observed  at  thfe  time.  However,  in  the 
neutral  detector,  which  is  also  sensitive  to  protons  with  E>50  MeV,  a  particle 
burst  was  observed  0.5  minutes  before  the  electron  peak.  SEP  employs  a 
telescope  of  three  solid-state  detectors  and  is  surrounded  by  a  sdntillator. 

During  the  burst  event  the  instrument  scanned  through  8  logic  modes  to  measure 
electrons  (40  keV  <  E  <  5  MeV),  protons  (0.9  <  E  <  100  MeV),  and  alphas  (7  <  E 
<  24  MeV).  Simultaneous  injection/acceleration  of  >  10  MeV  particles  at  L  ““  2.5 
with  a  sudden  commencement  is  surprising  and  suggests  that  an  unexpected 
acceleration  mechanism  is  active  in  that  region. 
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Acceleration  nf  Particles  to  >  10  MeV  at  L=2^ 

diirin^^^^iidden^^CororocPcenttiit 


1.  1992 


TT.  D.  VOSS  (Lockheed  Palo  Alto  Research  Laboratory,  Palo 
Alto,  California  94304} 

Smultaneous  injection/accelexatioa  of  >10  MeV  particles 
at  L  of  about  2.5  with  a  magnetic  storm  onset  is  snrpnsmg  and 
suggests  a  powerful  injection  mrchairism.  On  24  March  1991, 
between  0342  and  0354  UT,  the  particle  instruments  on  the 
CRRES  satellite  observed  in^alsive  bursts  of  >10  MeV  elec¬ 
trons,  protons  and  alphas  in  the  slot  region  (2J.<L<2.5}  near 
the  equator  at  0300  MLT.  The  oxigEn  of  this  eve^  is  puzzling 
and  any  proposed  theory  must  explain  the  fiallowi^  ^ 

1)  the  narrow  longitude  spread  and  brief  interval  of  injection 
inferred  from  the  short  5  s  pulse  width  of  the  dectrons,  2)  the 
preferential  acceleration  of  hi^  onesgy  dectrons,  protons  and 
alphas  of  MeV  energies,  3)  the  greater  injected  particle  energy 

at  lower  L,  4)  the  30  second  delay  between  protm  and  dec^M 

peaks,  and  5)  the  nearly  simnltaneoas  acederation  of  particles 
with  a  sudden  To  investigate  the  first  order 

physics,  a  gimplg  model  was  furmiifated  using  a  dipole  earth 
fidd  and  a  dynamic  magnetosphere  produced  by  an  appn^- 
ing  image  dipole.  Using  the  100  gamma  increase  observed  on 

CRRES  over  a  40  s  interval  the  standoff  distance  drops  to  about 

3  Re.  Partides  initially  near  noon  at  3<L<10  are  transport^ 
below  3  Re  and  acederated  (a  fretor  of  about  10  fior  7  He  im- 
tial  posiiion)  by  adiabatic  compressam  assuming  tbat  the  first 
invariant  is  conserved.  Because  of  the  compression,  the  con¬ 
stant  B  partide  drift  contours  are  shilled  sunward  so  that  the 
slot  region  has  momentary  direct  sceesj  to  the  magnetosphere 
acederation  region.  For  >10  MeV  partides  the  longitude  drift 
periods  are  short  (<3  min.)  allowing  the  p^ida  to  drift  out 
of  the  compression  region  to  low  L  on  the  night  side.  After  the 
initial  magnetopause  compression  to  —  3  Re  it  appears  that 
the  standoff  distance  retreats  in  about  1  nuOTte  to  somewhat 
larger  distances  so  tbat  the  >10  MeV  partides  injected  into 
the  slot  region  violate  the  third  invariant. 
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We  wish  to  submit  this  abstract  to  the  conference  'Instrumentation  for 
Magnetospheric  Imagery  "  (S.  Chakrabarti)  at  San  Diego  '  9Z 


Direct  measurements  of  energetic  neutral  atoms  (ENA)  ^d  ions  ^ve  bem  obtein^ 
with  the  cooled  soHd  state  detectors  on  the  low  altitude  (220  km)  three-axis  stablized 
S81-1/SEEP  sateUite  and  on  the  spinning  1.1  x  6  Re  CRRES  satellite.  During  magnetic 
storms  ENA  and  ion  precipitation  is  evident^ver  the  equatorial  region  from  the  IE 
spectrometer  in  the  SEEP  payload  (ONR  804)  on  S81-1 .  The  spinning  motion  of  the 
OIRES  satellite  allows  for  simple  mapping  of  the  magnetosphere  usmg  the 
(ONR  307-8-3)  neutral  spectrometer.  This  spectrometer  covers  die  energy  range  from 
20  to  1000  keV  and  uses  a  7  kG  magnetic  field  to  soeen  out  protons  less  than  about 
50  MeV  Recently,  an  advanced  spectrometer  (SEFS)  has  been  developed  to  image 

ions,  id  neutrals  on  the  despun  platform  of  the  TOLAR  sat^te  ( -1,8  x  9 
Re)  for  launch  in  1994  as  part  of  the  NASA  ISTP/GGS  program.  For  this  instrument 
a  256  element  soUd  state  pixel  array  has  been  develt^ed  to  in^c®  to  256 
amplifier  strings  using  a  custom  16  channel  miaoarcmt  c±ip.  In  addition,  this 
inshument  features  a  motor  controfied  iris  twheei  and  anticoincidence  electronics. 

H  D  Voss  received  his  B.S.  degree  in  aecttical  engineering  tom  Illinois  Institute  of 
Technology  in  1972  and  MS.  and  PhD.  degrees  in  space  physics  tom  the  University 
of  Illinois:  Urbana  in  1974  and  1977,  respectively.  1977  to  1979  he  devei^rf  10 
rocket  payloads  as  a  research  associate  at  U«.  of  Illinois#  Front  1979  to  pi^ent  he  has 
been  with  the  Lockheed  Palo  Alto  Research  Laboratory  where  he  has  be®  directly 
involved  with  the  development  of  energetic  particle,  plasma.  X-ray,  optical,  and 
dust  instruments  for  satelHtes.  He  is  the  author  or  co-author  of  over  60  scientific 

papers  in  space  physics. 
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W  L  Imhof  H  D  Voss  J  Mobiiia  H  L  Coliio  (Lcckhm!  Mo  Aiso 
RfigiKTffds  Latosasiy,  Mo  Aito.  94304) 

J  R  Wy^£,  (Spas®  Sdeffioes  LafeoraKny,  Univ^sy  of  Califcnaa, 
B<siedey,  California  7S22S) 

RRARd^Hsn,  of  Physios  and  Asmsjtmny,  University 

of  lo^a*  Iowa  Gty,  Iowa  52242) 

Hi  Singer.  (SfK^  EnvimnmsnK  Latoamry.  NOAA 
BoaMsr.  Colorado  S0303)-  ' 

An  invessigadon  has  b^en  imds  of  Icsaliasd  despises  aiKi  increase 
in  the  eneygedc  paraoles.  some  as  posiaoas  deep  within  the  trappy 
poptsladora  of  the  radiation  belt  The  sttidy  was  performed  with 
sseasnremsnts  of  eSec®sns,  protons  and  He*^  panicles  at  near 
eqjiaKmai  fa>sidcn  from  the  CERES  satellite,  EJ^^c  field  wave  and 
szagnsQc  field  strength  dam  recorded  on  OlEES.  were  also  used. 

Narrow  observation  dme  dr^^ffs  tissr  smdmgJ»;  wish  widths  cf  only 

a  few  sssiniates  well  within  the  trapped  popidadcn  cconrod  at  L  shdls 
as  low  as  5 A.  Dn^^-offs  o^ttrsed  in  bmh  elesmms  ainid  psoras,  and 
on  some*  occasions  wish  very  simiar  fta  profiles  wh^^  in  osho’ 
cases  sh^  were  tmjor^^^ess^  as  no  pmm  fitss  desesses  as 
the  times  of  large  chanj|es  in  the  ele^ons.  Other  events  typi^diy  as 
flight  L  shells  had  slow  deceases  in  pssdcie  finis  followed  by  ra^ 
incr^ises.  cosasissm  wi^  those  often  observe  fio®  synshronoiss 
orbit  satellites  and  a£®ab®ted  to  snbstorms.  as  sabsmndatisd  by 
observations  of  AKR,  Repeated  mssw  ^teasion 


Q^RES  Etr^isorossssB  of  Obs  voriadsns  with  L  shell  indic?^  thas  if 
the  flmi  decreases  are  prodsc^  by  a  rsdial  shift  of  the  pamcle 
popudadon.  large  spadal  movements  are  roqisir^  Cocrdinas^ 
ffigasBr^sssss  of  waves  and  nmgsesic  field  strengths  ^  as^  t® 
provide  i^jormnt  mferoadon  on  the  s©aroe(s)  of  fine-smssase  fins 
vayiBXE03S» 
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